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On rails 


on roads... 


on water... 


Rings stay free, engines stay clean when they're Texaco Distributing Plants or write: Texaco Inc., 135 East 42nd 
lubricated. You get the full compression needed for com- Street, New York 17, N.Y. 
plete combustion. Your fuel consumption goes down, Tune In: Texaco Huntley-Brinkley Report, Mon. through Fri.-NBC-TV 
parts life goes up, maintenance costs are lower. 
There is a complete line of Texaco Ursa Oils to meet 
the exact needs of every type and size of diesel. Your 
Texaco Lubrication Engineer will gladly help you make T Ee xX A C O 
the proper selection. Throughout the United States 
Just call the nearest of the more than 2,300 Texaco Canada + Latin America * West Africa 


LUBRICATION IS A MAJOR FACTOR IN COST CONTROL 


(PARTS, INVENTORY, PRODUCTION, DOWNTIME, MAINTENANCE) 


For more information write in No. 70 
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FOUR OF THE WORLD’S BEST OIL RINGS! 


Each is a Pedrick FORMFLEX design, with the exclusive 
“Equalizer, an abutment-type expander which exerts a 
uniform controlled pressure. The ring sections are radially 
thinner and more flexible, and thus are more conformable 
than any other rings! Scuffing is eliminated, oil control is 
improved, wear is reduced, power is preserved, and 
efficient operation is assured for more engine hours. 


DO8 —Because there are two radially-thinner cast-iron 
sections which move independently of each other, this 
ring achieves maximum conformability and drainage. 
Each cast-iron piece has directional bevel and an 
undercut edge as well as drainage slots underneath. 
Unequalled in performance. 


HO8—Maximum conformability and adequate drain- 
age, with continuous channel, two scraping edges and 
wide central drainage slots for effective oil control. 
First cost is less than either DO8 or DD8. 


Our engineers will be glad to discuss with you, the proper 
application of Pedrick’s FoRMFLEX oil rings. Phone, 
wire or write to Wilkening Manufacturing Co., Phila- 


delphia 42, Pa. Saratoga 9-3770. In Canada: Wilkening 


Manufacturing Co. (Canada) Ltd., Toronto 2. 


OFFERING A FULL LINE OF TOP-QUALITY RINGS—ALL SIZES, 


For more information write in No. 71 


DD8&8—Provides maximum radial conformability and 
drainage under both scraping edges. Is somewhat 
lower in cost than the DO8 because of one-piece instead 
of two-piece construction of cast-iron section. 


BS8—This conformable ring combines compression 
and oil control functions. Backed by the Equalizer," 
the solid single-piece cast-iron section has a narrow 
scraping edge and is especially effective in controlling 
blow-down and oil consumption in 2-cycle engines. 


DEPEND ON 


FOR THE RIGHT RING JOB 


ALL DESIGNS 
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CRANKCASES Waukesha special alloy cast iron. 
Heavy main bearing bridges and thick oil pan 


mounting flan _ and end walls—designed for 
POWER-FULL 288505 


CYLINDER HEADS Valve-in-head high com- 
pression type. Clean-burning, controlled turbu- 
lence, patented spherical combustion chambers. 
Injection nozzles and combustion chambers remov- 
able from the outside. 


CYLINDERS Removable wet sleeves of Waukesha 
special heat-resistant alloy iron in all engines except 
Cutwater and Navigator. Cutwater and Navigator 
have dry sleeves. 


PISTONS Heavy-duty aluminum alloy with 

4 wedge-type compression rings. Oil control rings 

it’s are parallel-side type. Pistons ribbed for extra 
) 


strength; designed for even heat expansion. 


CONNECTING RODS Forged steel, rifle-drilled 
for pressure oiling to pin bearings. Both ends 
precision-machined on parallel centers to Waukesha 
Quality Control standards. Pistons and pins as- 


sembled in matched sets. 


D ES aa CRANKSHAFTS Forged steel shafts are ma- 
—, and precision ground in Waukesha’s sho 


to - — Control standards. All ponds tere 

f carefully balanced, with large diameter journals, for 

or smooth power flow through entire power train to 
shaft ind conadiine. 


/ MAIN and ROD BEARINGS roeemne-wpe 

a replaceable steel-backed bearing shells held by 
deep-section caps. Unusually large total bearing 
areas. 


EXHAUST MANIFOLDS Water-cooled exhaust 


manifolds on all models. 


GOVERNORS Automatically lubricated, mount- 

0 ed on injection pumps in all models, except the 

nde for Defender and Reliance which use governors driven 
Booklet 1760 from the engine gear train. 


FUEL SYSTEMS All Waukesha Marine Diesels 
equipped with Bosch injection pumps (except the 
Navigator which has the Roosa-Master pump), 
drawn steel injection lines and pintle-type injection 
nozzles. Combustion chamber assemblies remov- 
able from the outside. 


LUBRICATING SYSTEMS Positive pressure 
gear-driven lubricating pumps and _ scavenger 
pumps. Pressure relief valves. Oil filters and coolers. 


COOLING SYSTEMS Centrifugal pump cool- 
ing. Directed circulation, and coolant passage de- 
sign eliminate hot spots and promote even heat 
control. Expansion tanks for all models. Engines 
engineered for either heat exchanger or keel 
cooling. 


STARTING SYSTEMS Electric systems with 
Starting motors, generators and regulators, avail- 
able for all models. Air or hydraulic starting avail- 
able. 


POWER TAKE-OFF Front end power take-off 
Bore & Str. _Displ. 24-Hr. Mox. Rating for driving hydraulic pumps, auxiliary generators or 
air compressors, raw water and bilge pumps, 


RELIANCE Normal 8% x 8% 5788 9725 hp @ 1215 rpm winches and other marine accessories (except on 
Turbo 842 x BY 5788 990 hp @ 1215 rpm Navigator Series). 











Normal 8% x 8% 2894 335 hp @ 1215 rpm 
DEFENDER Turbo BY. x 8¥2 2894 510 hp @ 1215 rpm REVERSE and REDUCTION GEARS Reverse 
and reduction gears in size and ratios to match all 
WANDERER Normal 7 x8% 1905 240 hp @ 1215 rpm Waukesha marine engines and the service require- 

Turbo 7 x8% 1905 315 hp @ 1215 rpm ments. 

Normal x 62 1197 195 hp @ 1600 rpm ; : 
RESOLUTE Turbo 6% x 6%2 1197 _ 290 hp @ 1600 rpm CONTROLS and INSTRUMENTS Oil Pres- 
sure and water temperature gauges, starter switches, 
VIGILANT Normal Sih x 779 150 hp @ 1800 rpm safety devices, instrument panels, and tachometer 

Turbo x 779__195 hp @-1800 rpm drives. Visible and audible alarms or facilities 
CUTWATER Normal 426 100 hp @ 2000 rpm therefor, as specified. 

Turbo 426 120 hp @ 2000 rpm 

OTHER ACCESSORIES and EQUIPMENT are 


one 302 65 hp @ 2000 rpm available for special services. 
NAVIGATOR ure 302 85 hp @ 2000 rpm ee a 


























493 
WAUKESHA MOTOR COMPANY, WAUKESHA, WISCONS!N / New York e Tulsa e Los Angeles 


Factories: Waukesha, Wisconsin and Clinton, lowa 
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A Bearing’s 
Best Friend 


Crankshafts have been made 
successfully by other methods of 
fabrication and have proven good 
enough for certain non-critical 
applications — but for maximum 
dependability of the modern, 
compact, high-compression, high- 
torque, heavy-duty engine a 
forged crankshaft is essential. 

In a crankshaft there is no 
substitute for a forging, and in 
a forging there is no substitute 
for Wyman-Gordon quality 
and experience. 


EST. 1883 


WYMAN - GORDON 


FORGINGS 


of Aluminum Magnesium Steel Titanium...and Beryllium Molybdenum Columbium and other uncommon materials 


HARVEY ILLINOIS WORCESTER MASSACHUSETTS DETROIT MICHIGAN 


GRAFTON MASSACHUSETTS LOS ANGELES CALIFORNIA PALO ALTO CALIFORNIA FORT WORTH TEXAS 


For more information write in No. 73 Diesel Power, September, 1960 3 








General Motors Reliability in Action... 


Srandby Fower.. 


FOR THE LIGHT 
THAT NEVER FAILS! 


NEW OAK ISLAND LIGHTHOUSE DEPENDS ON 
HARRISON-COOLED DIESEL GENERATOR 
FOR POWER IN EMERGENCIES! 


Cape Fear no longer haunts the seamen who ply the Atlaatic Coastal Waters off 

North Carolina! Oak Island Lighthouse—newest and most powerful in the United States— 

gives ample warning of the dangerous shoals through rotating lights and a radio signal. 

A GM Diesel-powered standby generator set insures that the 14,000,000 candle-power 

light and the radio beam shall never fail in foul weather! And a Harrison heat exchanger 
e80ls the engine oil on-thig feliable generating equipment. Harrison—with a half 

- Century of experience.m the heat-control field—assures you of top-quality products that are 

#5" ‘researched and engineered to control vital temperatures with maximum efficiency. 

The most advanced industrial, aviation and marine equipment relies on Harrison heat 

exchangers. If you have a cooling problem . . . look to Harrison for the answer. 


Harrison Heot Exchangers — Reliable Products 
of General Motors Research and Engineering. 


~~” 


a 
E 


ORE —— 
~ MADE TO ORO 


— 


ARRISON 


AIRCRAFT, AUTOMOTIVE, MARINE AND INDUSTRIAL HEAT EXCHANGERS 
HARRISON RADIATOR DIVISION, GENERAL MOTORS CORPORATION, LOCKPORT, NEW YORK 
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Ye S e says San Francisco’s 


DiSalvo Trucking Lines... 


7 
and here’s WHY: ritst, according to 
President Russ DiSalvo, his company saved the purchase 
price and operating costs of another tractor because the 
5-year-old truck he repowered with a Series 53 Diesel now 
does as much work as two trucks. 


You can imagine the savings he’s made in capital invest- 
ment alone, by eliminating one tractor. 


But that’s only the beginning. 


For he’s also saved $300 in taxes, license fees, insurance, 
etc., because in his particular operation one truck is able 
to do the work of two. 


What’s more, the 4-cylinder Diesel saved him $754 in fuel, 
parts and maintenance in less than 12 months. 


Out-of-pocket savings add up to $1,054—capital invest- 


Be 


ment and other savings come to a great deal more. You 
can see why Mr. DiSalvo figures putting a new Diesel in an 
old truck is one of the smartest moves he ever made. 


SHOULD YOU “GO DIESEL’’? 
Do you own a gasoline-powered truck rated from 15,000 
GVW to 40,000 GCW that covers better than 125 miles per 
day? If you do, you should think about repowering your 
truck with a Series 53 or 71 truck Diesel. You might save 
more—you might save less than DiSalvo Trucking—but 
you're bound to save big money. 


For instance, San Antonio’s L. A. Hooge Co. figures to 
save about $1,800 per year in fuel costs alone with its 
Diesel-repowered truck. Reason? 914 miles per gallon, 
lower-cost fuel. 

Pennsylvania’s Burrell Construction Co. reports it uses 20 
to 25 less gallons per day since it repowered, a saving of be- 


SERIES Bx} AND f] TRUCK MODELS ot 
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FRANCISCO « LOS ANGELES 


(Salvo: 
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§ Does it 
make sense 
to put a new diesel 


in an old truck ? 


tween $4.10 and $5.10 a day in fuel alone, and gains 
an extra day’s work per month because of reduced engine 
maintenance. 


Wyoming’s Willard Feed & Seed Co. is saving $200 a 
month in fuel alone. .. Texas’ Heard & Heard, Inc., saves 
an average of $1,500 a year in fuel costs. 


When you add in all the other savings these firms are 
making—less time in the shop, higher availability, extra 
productivity per truck, far greater mileage between over- 
hauls—you have proof it will pay you to repower with 
a Diesel. 

GET THE BEST DIESEL—-THE RIGHT DIESEL 
And when you do repower, make sure you get the best 
Diesel for your truck. Compare before you buy . . . look at 
key figures like weight per horsepower, dimensions, total 
engine weight. On all these counts, you'll find a Series 
53 or 71 truck Diesel is your best buy. 


For instance, the 4-cylinder Series 53 truck model weighs 


only 8.8 pounds per horsepower compared to 12.5 for 
another 130-horsepower Diesel. What’s more, it’s over 
8 inches shorter, almost 10 inches lower, weighs 475 
pounds less. 


And the 97-horsepower “3-53” truck model weighs only 
9.7 pounds per horsepower—35.6% less than a 100-horse- 
power competitor. 

Want to know more? Write for your free copy of Operating 
Savings Computer and get all the facts from your GM 
Diesel Distributor. He’s part of a coast-to-coast network of 
“engine people” you'll find in the Yellow Pages under 
“Engines, Diesel.” 


DETROIT DIESEL ENGINE DIVISION 
GENERAL MOTORS, DETROIT 28, MICHIGAN 


in Canada: GENERAL MOTORS DIESEL LIMITED, London, Ontario 
Parts and Service Worldwide 


set the standard of 
diesel productivity 


ALL-PURPOSE POWER LINE 


For more information write in No. 75 
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LOOK for this Seat of the ASSOCIATION of DIESEL SPECIALISTS 
when you need Specialized Service for your engines. 
y 4 
identifies Qualified ADS Members 4 
symbolizes Know-How—Modern Facilities—Ethics | 
guarantees work performed by Factory-Trained Technicians | 
using Factory-Approved Methods with Best Materials 
Listings below are available to ADS Service Members desiring to participate 
in this Directory. Code letters in each listing indicate the Specialized 
/ Sales and Services offered by each Member Shop. Code symbols are below. j 
7 F—Fuel Injection Equip. A—Engine Accessories & Specicities C—Engine Components & Parts 
: G—Governors T—Specialized Tooling & Test Equip. E—Electrical Equipment 4 


a 


| 
: 


4 
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CANADA 


ELECTRIC M@TOR SERVICE, LTD. 
1234 Scarth Street 

FGT_~ Regina, Saskatchewan 

E Tel: JOrdan 9-5464 


ADDISON AUTO ELECTRIC 

6 Spadina Avenue 
F AC Toronto 18, Ontario 
GTE_ Tel: EMpire 8-4527 


BROWN & MURRAY, LTD. 

237 Fort Street 
FAC Winnepeg 1, Manitoba 
GTE_ Tel: WHitehall 3-8405 


MEXICO 
DIESEL Y EN CENDIDO DE MONTERREY 
Ave. Technologico No. 290 Sur 
F AT Monterrey, Nuevo Leon, Mexico 
13 Tel: Monterrey 3-38-55 


ALABAMA 


DIESEL FUEL INJECTION SERVICE 
365 N. Royal Street 

FAC Mobile 6, Alabama 

GTE_ Tel: HE 2-7513, HE 3-5058 


ALASKA 
VAN'S DIESEL SERVICE 
119 Second Street 
FAC Juneau, Alaska 
TE Tel: 6-1670 


ARIZONA 


PERKINS DIESEL SERVICE 
FAC 747 South Country Club Drive 
GTE Mesa, Arizona 


CALIFORNIA 


H. G. MAKELIM CO. 

655 Bryant Street 
FAT San Francisco 7, Cal. 
E Tel: YU 6-5682 


DIESEL CONTROL CORPORATION 
226 No. Marine Avenue 

FAG Wiimington, California 

tT Tel: TErminal 4-8516 


CONNECTICUT 
W. J. CONNELL CO. OF HARTFORD 
85 Airport Road 
FAG Hartford 14, Conn. 
TE Tel: JA 5-3401 


CLARK-SON CO., INC. 

354 Dovenport Avenue 
FAC New Haven, Conn. 
GTE_ Tel: STate 7-6746 


FLORIDA 
DADE DIESEL COMPANY 
2717 N.W. 54th Street 
FAC Miami 42, Florida 
G TE _ Tel: NEwton 4-3063 


FLORIDA DIESEL & ELECTRIC CO. 
1930 No. Miami Avenue 

FAG Miami 32, Florida 

¥g Tel: FRanklin 1-7691 


ILLINOIS 


ILLINOIS AUTO ELECTRIC CO. 
2011-37 Indianc Ave. 

FAC Chicago 16, Ill. 

GTE Tel: CA 5-4444 


IOWA 


ELECTRICAL SERVICE & SALES CO. 
1313 Walnut Street 

FAG _ Des Moines 9, lowa 

TE Tel: CH 3-7115 


KENTUCKY 


DIESEL INJECTION SERVICE CO. 
805 Mulberry St. 

FAC Louisville 17, Ky. 

GT Tel: MElrose 5-7731 


LOUISIANA 


WOMACK BROTHERS DIESEL SERVICE 
6983 Airline Hgwy. 

FAC Baton Rouge, Louisiana 

GTE_ Tel: EL 7-9666 


LANDRY & SIMONEAUX 
1009 Front Street 

FE Morgan City, Louisiana 
Tel: 3346 


GERHARDT'S INC. 
819 Central Avenue 
F AG New Orleans 21, La. 
T Tel: VErnon 3-7254, VE 5-6492 


JOHN M. WALTON, INC. 
1050 Carondelet Street 

FAC New Orleans 13, Lo. 

GTE_ Tel: JAckson 5-0556 


VAUGHAN & BUSH, INC. 
164 North Market St. 
ACT Shreveport, Louisiana 
Tel: 2-8432 


MAINE 


EASTERN DIESEL SERVICE COMPANY 
997 Congress Street 

FAG Portland, Maine 
Tel: SPruce 3-1082 


MARYLAND 


MECHANICAL EQUIPMENT CO., INC. 
2140 Hartford Road 

F AC Baltimore 18, Md. 

GT Tel: Tux 9-7607 


PARKS & HULL AUTOMOTIVE CORP. 
1033 Cathedral Street 

FAG Baltimore 1, Md. 

TE Tel: SA 7-8383 


MASSACHUSETTS 


BOSTON FUEL INJECTION & ENGINE SERVICE 
co., INC. 
263 Northern Avenue 
FAG _ Boston 10, Mass. 
T Tel: Liberty 2-6646 


W. J. CONNELL COMPANY 

210 Needham Street 
FAG N. Upper Falls 64, Mass. 
v¢ Tel: DEcatur 2-3630 


C. A. KROHNE & SONS, INC. 
833 Columbus Avenue 
F AC Springfield 5, Mass. 
GTE_ Tel: RE 2-744} 
MICHIGAN 


KNORR-MAYNARD COMPANY 
5743 Woodward Avenue 

FAT Detroit 2, Michigan 

E Tel: TRinity 2-2200 


MINNESOTA 


DIESEL SERVICE COMPANY 
2509 East Lake Street 

F AE Minneapolis 6, Minn. 
Tel: PArkway 1-5065 


MISSISSIPPI 


WOMACK BROTHERS DIESEL SERVICE 
1321 Se. Gallatin St. 
FAC Jackson, Mississippi 
GTE_ Tel: Fleetwood 5-3439, FL 5-3430 


MISSOURI 


DIESEL FUEL INJECTION SERVICE, INC 
9331 So. Broadway 

FAG St. Louis 25, Mo. 

T Tel: VErnon 2-2121 


MONTANA 


GAS & DIESEL TRUCK SHOP 
2449 Raymond Street 

FAC Missoula, Montana 

TE Tel: Lincoin 9-7016 


NEBRASKA 


CARL A. ANDERSON, INC. 
623 South 16th Street 

FAT Omaha 2, Nebraska 

E Tel: Harney 9400 








ASSOCIATION of DIESEL SPECIALISTS, INC. 


For information contact: 
S. E. Franklin, Secretary, P. O. Box 1116, Wilmington, Cali#. 
Next Meeting — 


September 22-25, 1960, Sherman Hotel, Chicago. 
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NEW JERSEY 


JERSEY DIESEL SALES 
601 Spring St. (Rt 1) 
FAC Elizabeth 4, New Jersey 
Tel: EL 4-2626 


NEW YORK 


A & D DIESEL SERVICE, INC. 
145 — 21st Street 

FAG Brooklyn 32, New York 

TE Tel: STerling 8-4222 


HETTRICH ELECTRIC SERVICE, INC. 
1032 Elliott Street 

FAG Buffalo 16, New York 

TE Tel: GRant 7602 


UNION CARBURETOR & IGNITION SERVICE 
6 Pitkin Street 

FAT Rochester 4, New York 

E Tel: HAmilton 6-0483 


NORTH CAROLINA 


DIESEL INJECTION & HYDRAULIC SERVICE 
122 Atande Avenue 

FAG Charlotte 6, N.C. 

T Tel: ED 4-8225 


DIESEL INJECTION SALES & SERVICE 
1625 North Tryon Street 

FAC Charlotte, N. C. 

GTE_ Tel: FRanklin 5-4152 


DIESEL INJECTION SALES & SERVICE 
3015 Hillsboro St. 

FAC Raleigh, N. C. 

TGE_ Tel: TE 4-5553 TE 4-2316 


NORTH DAKOTA 


MIDLAND DIESEL SERVICE & ENGINE CO. 
25 — 28th St. South 

FAC Farge, North Dokota 

T Tel: ADams 2-5578 


OHIO 


STANDARD MOTOR PARTS, INC. 
200 Carroll St. 

FAC Akron 4, Ohio 

GT Tel: JEfferson 4-7143 


DIESEL INJECTION SERVICE CO. 
3032 Reading Road 

FAC Cincinnati 6, Ohio 

GT Tel: AVon 1-5315 


OKLAHOMA 


AMERICAN ELECTRIC IGNITION CO. 

124 N.W. Eighth Street 
FAC Oklahoma City 2, Okichoma 
ve Tel: CEntral 5-6494 


MAGNETO IGNITION COMPANY, INC. 
701 West 5th Street 

FAT Tulsa 7, Oklahoma 

E Tel: LU 2-8197 


OREGON 


AUTOMOTIVE PRODUCTS, INC. 
1700 S.E. Grand Avenue 

FAG Portland 14, Oregon 

TE Tel: BEimont 4-5241 


PENNSYLVANIA 


AUTOMOTIVE IGNITION CO., INC. 
6358-64 Penn Ave. 

FAG Pittsburgh 6, Penna. 

TE Tel: EM 1-7700 


PENN DIESEL SERVICE CO. 
100 Prince St. 
FAG Harrisburg, Penna. 
tT Tel: Ki 5-8530 
PENN DIESEL SERVICE CO. 


27th & North Church Streets, RD#1. 


F AG Hazleton, Pa. 

T Tel: GL 4-6771 

GENGLER'S DIESEL SERVICE & SALES 
2nd & Orange Street 

F A C Mount Carmel, Pa. 

GTE_ Tel: 1261 & 1262 

NORTH AMERICAN ENGINES CO., INC. 
3219 ‘"B'* Street 

FAC Philadelphia 34, Penn. 

G Tel: GArfield 3-3700 

PHILADELPHIA DIESEL, INC. 
2520 Orthodox Street 

FAC Philadeiphia 37, Pa. 

GTE_ Tel: Ploneer 3-3773 


TENNESSEE 


BARNES-RHODES COMPANY 
401 Chestnut Street 
FAG Chattanooga 2, Tennessee 
TE Tel: AM 7-6752 
AUTOMOTIVE ELECTRIC SERVICE CO., INC. 
982 Linden Avenue 
FAG Memphis 4, T 
E Tel: BRoadway 5-3118 
M & M FUEL INJECTION SERVICE 
2511 Broad Avenue 
F AG Memphis 12, Tenn. 
T Tel: FA 3-1494 


TEXAS 


MAGNETO & DIESEL INJECTOR SERVICE 
1801 Lexington Boulevard 

F AT Corpus Christi, Texas 

E Tel: TU 2-8662 

BEARD & STONE ELECTRIC CO., INC. 
3909 Live Oak St. 

FAT Dallas 21, Texas 

— Tel: TAylor 4-6751 

MAGNETO & DIESEL INJECTOR SERVICE 
2543 Farrington 

FAT Dallas, Texas 

E Tel: RI 7-9650 

MAGNETO & DIESEL INJECTOR SERVICE 
6931 Navigation Bivd. 

F AT Houston 11, Texas 

E Tel: WA 1-4830 

WOMACK BROTHERS DIESEL SERVICE 
123 West Carolina St. 

FAC San Antonio 3, Texas 

GTE_ Tel: LE 2-1182 


UTAH 


DIESEL ELECTRIC SERVICE & SUPPLY CO. 
652 West 17th South St. 

FAC Salt Lake City 15, Utah 

TE Tel: HUnter 4-6126 

MIDWEST SERVICE & SUPPLY CO. 
1333 South Main St. 

FAG Salt Lake City 15, Utch 

et Tel: INgersol 6-8795 


VIRGINIA 


DIESEL INJECTION SALES & SERVICE, INC. 
808 Union St. 

FAC Norfolk 10, Va. 

TG E_ Tel: MAdison 2-3103 

DIESEL INJECTION SALES & SERVICE, INC. 
910 North Boulevard 

FAC Richmond, Va. 

GTE Tel: EL 8-8170 

DIESEL INJECTION SALES & SERVICE, INC. 
1016 Delaware Street 

FAC Salem, Virginia 

TGE_ Tel: DU 9-7296 





WASHINGTON 


SEATTLE INJECTOR COMPANY, INC. 
1410 Air Port Way 

FAT Seattle 4, Washington 
Tel: MA 3-1135 


WISCONSIN 


FUEL INJECTION & ELECTRIC, INC. 

2636 North 30th St. 
FAC Milwaukee 10, Wisconsin 
GTE_ Tel: UPtown 1-9477 


MANUFACTURER MEMBERS 


ADECO PRODUCTS, INC. 
5435 Ne. Wolcott Ave. 
Chicago 40, Illinois 


AMERICAN BOSCH CORPORATION 
3664 Main Street 
Springfield 7, Massachusetts 


C.A.V¥. LIMITED 
14820 Detroit Avenue 
Cleveland 7, Ohio 


FARRIS PICKERING GOVERNOR COMPANY, 
Inc. 

400 Commercial Ave. 

Palisades Park, New Jersey 


HARTFORD MACHINE SCREW CO. 
Hartford 2, Connecticut 


KIENE DIESEL ACCESSORIES, INC. 
10352 Pacific Avenue 
Franklin Park, Illinois 


PETROLEUM SOLVENTS CORP. 
9 East 45th St. 
New York 17, New York 


ROBERT BOSCH CORPORATION 
40-25 Crescent Street 
Long Island City 1, New York 


SCINTILLA DIVISION 
Bendix Aviation Corporction 
Sidney, New York 


SIMMS MOTOR UNITS, LTD. 
Oak Lane, East Finchley 
London N2, England 


START PILOT CORPORATION 
Mineola, New York 


WOODWARD GOVERNOR COMPANY 
Rockford, Illinois 


ASSOCIATE MANUFACTURER 
MEMBERS 


BACHARACH INDUSTRIAL INSTRUMENT CO. 
200 North Braddock Avenue 
Pittsburgh 8, Pennsylvania 


MARINE PUMPS, INC. 
226 North Marine Avenue 
Wilmington, California 


ROBERT BOSCH (CANADA) LTD. 
P.O. Box 263, Station U 
Toronto 18, Ontario, Canada 


UNITED STATES AVIEX CO. 
423 North 9th Street 
Niles, Michigan 








For more information write in No. 76 
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PROGRESSIVE ENGINEERING MAKES THE DIFFERENCE 


ONLY DELCO-REMY OFFERS FULL-TRANSISTOR 


Designed for use with 


DELCO-REMY’S new self- 
rectifying a.c. generators 


Now you can choose between two modern new Delco- 
Remy regulators—the most accurate available today. 
One is a full-transistor model, the other transistorized. 
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The FULL-TRANSISTOR REGULATOR has no moving parts 
and offers the ultimate in accurate electrical performance, 
durability and reliability. It is composed entirely of 
transistors, diodes, condensers and resistors, permitting 
higher field current for better generator performance. 
Constant voltage control is unaffected by temperature 
changes, vibration, or mounting position. A simplified 
external adjusting feature permits easy voltage setting 
for varying operating conditions. And this full-transistor 
regulator requires no periodic servicing. 

The TRANSISTORIZED REGULATOR contains a single tran- 
sistor and diode working in conjunction with a vibrating- 
type voltage sensing unit. The transistorized circuit 











AND TRANSISTORIZED VOLTAGE REGULATORS 


permits high field current for improved generator per- 
formance with low non-inductive current through the 
contacts for greatly extended contact life. Models are 
available for circuits containing either ammeters or 
indicator lights. All units are temperature compensated 
to better match battery voltage requirements. 


Both the full-transistor and the transistorized models have 
the same mounting dimensions as standard regulators. 


Whichever model you choose for your new vehicles or for 
replacement on present ones, you can be sure of reduced 
servicing and extended battery life. Available from your 
car or truck dealer or through the United Motors System. 


For more information write in No. 77 


FROM THE HIGHWAY TO THE STARS 


Delco-Remy 


ELECTRICAL SYSTEMS 


DELCO-REMY «+ DIVISION OF GENERAL MOTORS «+ ANDERSON, INDIANA 
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If you manage or operate any of these... 


PAPER MACHINE 
MILLS SHOPS 


LATHES | BORERS SHAPERS 


P | 
GRINDERS < BROACHERS t= 


SHOVELS 


TRAINS 


DIESEL PLANES ~ > TRUCKS | 
E = © 


ra \ DOZERS ‘a TRACTORS 


CC sensei 


san your best move is to Sinclair’s specialized greases, oils and lubricants, to cut costs, 
speed operations and increase profits. There are more than 500 of these money-savers, and each does its 
particular job particularly well. For helpful information based on actual experience, call your Sinclair 


Representative or write 


Sincloir SINCLAIR REFINING COMPANY 
Technical Service Division 
600 Fifth Avenue, New York 20, N.Y. * Cl 6-3600 
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Compare 


° DESIGN - POWER - STAMINA 





J 1441-11 
DRILL 








CERTIFIED 


Electric Drills 


When it’s a SIOUX- you know what it will do! 


he horsepower and torque for each Sioux 
electric drill is rated, stated, and certified. You 
are not expected to buy just a drill. When 

it’s a Sioux you know what it will do. See 
complete power specifications for each 

Sioux Electric Drill in the Stoux catalog. 


Here is super torque for the tough- Advantages include easier inspec- 
est jobs. And a speed for every tion and replacement without 
need. Entirely new design has’ disassembly of the tool, and cooler 
placed the brushes at the fan posi- running. Catalog No.’s 1472,73,74 
tion at the front of the drill. 14”; No.’s 1477,78,79— 34”. 





SALES CHAMP 
SIOUX No. 1495 1%” All Angle Drill 


This exclusive Sroux design is a favorite 
of men who work with tools. It’s the most 
convenient, rugged, fistful of power. It 
operates in restricted space where other drills 
can’t be used. All around usefulness on the 
widest range of jobs make this sturdy, de- 
pendable No. 1495 one of the world’s best 
drill buys. 


ELECTRIC SCREWDRIVERS 


é ; No. 242 
On No. 260 Super Screwdriver, the : 
operator controls the tightness i It fits the hand, and operates in restricted 
with which a screw is set by the " space like no other electric screwdriver. 
amount of pressure he applies. ; It quickly drives or removes all types of 
The '4” Hex Drive takes shanks for clutch ' screws. No. 242 has a positive clutch; 
head screwdriver bits, Reed and the operator controls the tightness by the 
Prince, Standard screws, Phillips, and socket : amount of pressure applied. No. 246 
Allen Type). On the No. 262 Super has an adjustable clutch, so that it can be 
Screwdriver tightness is pre-determined by , preset for any uniform degree of 
adjusting the clutch. Both models are : tightness desired. 
equipped with reversing switch. 


Look Under ‘TOOLS, ELECTRIC”’ 
in the Yellow Pages 


STEEL HOLE SAWS ALBERTSON & CO., INC. 


S1GC0X City, 1Owa, VU. S. A. 
.. cut holes from 54” to 6” in diameter, 
in any free machining material to a depth + AIR IMPACT WRENCHES + AIR SCREWDRIVERS 
of 11”. Alloy or stainless steel may be ° “tECTRIC IMPACT WRENCHES « ELECTRIC SCREWDRIVERS 
pac pe dow & . High-Speed steel teeth ° DRILLS » GRINDERS + SANDERS +» POLISHERS + FLEXIBLE 
walied te pe Epica body give SHAFTS * PORTABLE SAWS + VALVE GRINDING 
maximum life and cutting ability. i > Se a 








ROCKET, ANYONE? This giant handling unit, the 
“*Transrector,” can pick up and transport a rocket engine 
35 feet long and weighing 40 tons. Ni-Resist iron parts 


in its 335-hp turbocharged engine contribute to efficient 
performance. “Transrector” was built by The Hufford 
Division of The Siegler Corp., El Segundo, California. 


How Ni-Resist helps novel “Transrector” 
haul huge rocket engines at fast clip 


The “Transrector” is a tractor-trailer 
combination designed for highly spe- 
cialized work. 

Despite its size and a payload of 
125 tons, it moves almost without 
effort. A 335-horsepower Cummins 
TURBODIESEL™ engine takes it over 
the roads at a top speed of 31 miles 
an hour. 


Outwits heat 


While increasing power, turbocharg- 
ing an engine also means that oper- 
ating temperatures often go above 
1000°F. But this poses no problem 
to the Cummins engine with its tur- 
bocharger casing and exhaust mani- 


Ni-Resist iron really stands up to 
hot, corrosive exhaust gases. And it 
has excellent high temperature 
strength, high resistance to shock 
and scaling. Experience shows that 
Cummins engines with Ni-Resist 
iron parts often go 225,000 miles be- 
tween overhauls. 


Applications not limited 


In exhaust manifolds . . . in turbo- 
charger casings... in piston ring in- 
erts ... Ni-Resist iron helps make 
an engine dependable and trouble- 
free —as you always want it to be. 


72-page booklet free 
Get all the facts and see for yourself 
how important it can be to you to 
specify long-lasting parts of 
Ni-Resist iron in your heavy-duty 
diesel equipment. Write for our in- 
formative illustrated booklet, “Engi- 
neering Properties and Applications 
of Ni-Resist.” It’s yours on request, 
Just ask for “Booklet A-7 1.” 


Registered trademark 


Registered trademark Cummins F e Company 


THE INTERNATIONAL NICKEL COMPANY, INC. 
67 Wall Street Anco, New York 5, N. Y. 


INCO NICKEL 


NICKEL MAKES CASTINGS PERFORM BETTER LONGER 


For more information write in No. 79 


folds of Ni-Resist* high-nickel 
alloyed austenitic irons. 





Increased power, lower fuel consumption 


THREE NEW GENERAL MOTORS 
367 DIESEL ENGINES 


New “D” series available in turbo-charged or normally aspirated models 





First application for the new “D” engines 
was announced recently by Electro-Motive for a 
new and more powerful, more economical line of 
Diesel locomotives. Four years in development, 
two of the new engines are turbo-charged, one 
normally aspirated. 

A long list of improvements have been incor- 
porated to give these engines even more stamina, 
reliability and lower maintenance requirements 
than their famous long-lived predecessor, the 
General Motors 567C engine. 


Normally aspirated series 


The same fundamental design is used for 
each engine whether normally aspirated or turbo- 
charged. Asa result, the normally aspirated 567D-1 
engine, made to turbo-charged standards, is an 
engine of outstanding durability and low mainte- 
nance. An increase in compression ratio from 16:1 
to 20:1 and a new needle-valve injector provide 
for increased power and fuel economy. Specific 
fuel consumption at full load is 5 percent less than 
the previous “‘C”’ engine. 


Turbo-charged series 


The Electro-Motive designed turbo-charger, 
unlike conventional super-chargers, operates effi- 
ciently at low and high engine speeds. This feature 
is especially important for starting, low load and 
acceleration. The turbo-charged 567D-2 and 3 
engines will not derate over a wide range of alti- 
tudes. Under test in actual locomotive service 
conditions, full engine output was maintained at 
over 8,000 feet altitude. In addition, the turbo- 
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charged engines reduce specific fuel consumption 
by as much as 10 percent at full load. 


Continual improvement of major components 
has long been an Electro-Motive policy. These new 
engines represent more than twenty years of Diesel 
engine development. They are the finest expression 
yet of the General Motors 567 series—more power- 


ful, more economical and even more reliable. 





New turbo-charger is Electro- 
Motive designed and de- 
veloped. Unit operates 
from engine gear train at 
low engine speeds, from ex- 
haust turbine at high 
speeds. Combination drive 
provides adequate air sup- 
ply at all operating levels. 
Turbo-charger maintains 
engine output in high alti- 
tude operation. 








New needle-valve injector 
gives better fuel atomiza- 
tion and eliminates after 
dribble, both factors to im- 
prove specific fuel con- 
sumption. Electro-Motive 
developed, the new injector 
is standard on all 567D 
engines. It is also appli- 
cable to earlier General 
Motors 567 series engines 
and present spherical valve 
type injectors can be con- 
verted to the new type. 





567D-1 
Normally Aspirated 


1800 tractive horsepower. 20:1 com- 
pression ratio. 16-cylinders. First 
used in the General Motors GP-18 
and SD-18 locomotives. 12-cylinder 
version is used in the new General 
Motors RS-1325 locomotive. 








567D-2 
Turbo - charged 


2000 tractive horsepower. 1414:1 
compression ratio. 16-cylinders. 
First used in the General Motorr 
GP-20 locomotive. 





567D-3 
Turbo- charged 


2400 tractive horsepower. 1414:1 
compression ratio. 16-cylinders. 
First used in the General Motors 
SD-24 locomotive and MU-60 peak- 
ing plant. 





ELECTRO-MOTIVE DIVISION :GENERAL MOTORS 


La Grange, Illinois HOME OF THE DIESEL LOCOMOTIVE 


in Canada: General Motors Diesel Limited, London, Ontario 
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*4 Piston choice of 
Diesel Engine 
Builders KEEPS ENGINES 


POWERFUL LONGER-AT LOWER COST 


BONDED 
G SECTION 


yaa 
HANIC 
Eeiiinet Lock 


Stops Ring Groove Wear 


Everywhere, engine builders and transport 

operators enthuse over the performance of Zollner 
Bond-O-Loc Pistons — “The greatest mileage piston we 
have ever used. Top ring groove wear problems 

are eliminated by the ‘Ni-Resist’ Iron section 
permanently incorporated with the double bond of 
both Al-Fin metallurgic and the exclusive Zollner 
mechanical lock.” For longer piston life, better 
performance and lower maintenance cost, we suggest 
your immediate test of Bond-O-Loc advantages. 























CROSS SECTION VIEW FRONT SECTION VIEW INSIDE SECTION VIEW 


. Reverse angle designed top ring section with tapered flutes, 
ADVANTAGES OF dovetail locks in all directions. 


yin we 2. Positive mechanical interlock prevents any movement. 
TOP SECTION VIEW 3. Reduces weight 25% to 30% with lower inertia stresses. 


. Increases surface areas carrying inertia load. 


\ x 
ZOLLNER CORPORATION « FORT WAYNE, INDIANA 


FOUNDRY 
DIVISION 


HEAVY DUTY 


— | PISTONS 


PRECISION PRODUCTION FROM ENGINEERING TO FOUNDRY TO FINISHED PISTONS 


MACHINING 
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editorially 
speaking 


Automatic Controls — Servant or Master? 


. then I heard the engine winding up but before I could get to it 
and shut it down, a rod let go and went through the case.” ‘This 
actually happened. Although the engine was attended, one thing licked 
the operator—time. Moral—Controls are faster than people. 

Here, a simple overspeed controk could have saved a bundle. ‘lake 
another actual case. “. . . | was working at the bench and heard a 
racket from the engine and then it stopped. The engine burned up 
but I never heard a high water temperature alarm.” On testing, the 
control was found in pood condition. Apparently, water was lost so 
fast through a broken hose that the sensing element at the top of the 
system was dry and never got to its critic il temperature. Moral— 
Use the right controls, properly applied. Locating the element 
lower might have given the alarm in time and a supplementary flow 
or water- level alarm would certainly have given warning. Here’s 
another. “. . . I was checking out a low lube pressure alarm on one 
engine when an alarm went off on another. I didn’t know which to 
handle first.” Shutdowns in addition to alarms would solve the 
problem. Moral—A man can only be in one place at one time. 

All these are strong cases for using automatic controls, not only 

the protective devices mentioned but more elaborate oper: ating 
controls. Properly applied, they'll do the job faster, often better 

and afford greater safety, even when a man is right on the job. 
There’s a strong and justifiable trend toward such automation. 
These controls are servants employed to do certain jobs; you have 
the unavoidable responsibility of supervision. We've purposely 
skipped over the “. . . I thought the control was working” or “. . . no one 
told me it was disconnected” cases that show lack of supervision: 
these are inexcusable. The point is—Use automatic controls by all 
means; they'll save you time and money. But for heaven's sake, 

set up a testing and maintenance schedule as you would for any 
mechanical or electrical equipment. ‘Then your controls will always 
be ready to do their job . . . will be a useful, faithful servant— 

not your master. 
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This 21000-powered Bucyrus-Erie 54-B and 


personnel on the barge with it must work in isolated 


areas for long periods at a time. 


| 





“Our new 
21000 engine 
is saving 30% 
and more on fuel!” 


— says spokesman for Sam Carline, Inc. 
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“We are pleasantly surprised to see how well 
the 21000 does the job of the larger engine we 
took out of a 54-B,” said Wallace Carline, gen- 
eral manager of Sam Carline, Inc., Berwick, 
Louisiana. “Then when we found our fuel sav- 
ing was so great, we were even more sold on it. 
We have now ordered a second one for another 
of our Bucyrus 54-B’s.” 


Ee" — _ 


WY 


. 
ek 


id 


The dragline is mounted on a barge, along 
with living quarters for the personnel, and oper- 
ates in back ‘swamps and bayous of Louisiana. 
Since it must work for long periods in the re- 
motest parts of this country, dependability and 
a minimum of maintenance are essential. The 
21000 has fulfilled every expectation—requiring 
no attention other than routine maintenance. 


If you want performance, fuel economy and 
dependability like this, let your dealer tell you 
more about the amazing 21000 and the com- 
panion 16000 diesels. Allis-Chalmers, Milwau- 
kee 1, Wisconsin. 


ALLIS-CHALMERS 


BC-31 POWER FOR A GROWING WORLD 


For more information write in No. 82 





news section 


GROUND SUPPORT EQUIPMENT GOOD DIESEL MARKET... 

Size and expansion rate of missile field is not news but what 
will be new to many is number of diesels involved. For example, the 
HAWK system uses 15 45-kw diesel generator sets . . . HERCULES sys- 
tem uses 21 sets rated 45-kw! Uses with different systems vary... 
some are for general purposes, some special and some as reserve or 
standby power units. Sizes run from 15-kw up to the large stationary 
units installed in hardened launching sites such as for the ATLAS 
and TITAN. Right now, USAF is attempting procurement (outside QPL) 
of a family of diesel generator sets . . . eying wgt per hp, fuel 
consumption and multi-fuel capability. 





PACKAGE PLANTS NOW UP TO 10,000 KW! 

EMD has added another "block" to their power package sets and 
upped available electrical power to 10,000 kw. Aimed smack at meet- 
ing utilities' requirements for low-cost, flexible peaking power, 
reserve or area-protection units, EMD now offers up to five power 
units with a single control and switchgear unit. Cost for the new 
MU-100 plant—-$82.00 per kw, FOB factory! Building block concept, 
flexibility of controls, portability, low initial cost... all 


should appeal to utility planners. Engine used is the turbocharged 
16-567-D3. 





NEW CODES CAN MEAN MORE DIESEL REEFER TRUCKS... 

Frozen food hauling is big business (about 5-billion tons pack- 
ed yearly) and inevitably trucks are invoived in delivery. Associ- 
ation of Food & Drug Officials introduceda "zero' code. . . has re- 
sulting in Massachusetts adopting a version with other states slated 
to follow. Holding temperatures within code limits is real problem to 
truckers particularly in multi-stop delivery service. Much present 
equipment is inadequate. Answer will have to be better-insulated 
boxes, higher-capacity, more-dependable refrigeration units. Cost 
is factor for both purchase and operation as cwt rates are low. All 
good reasons for modern efficient diesel units. 





DIESEL PRODUCTION DATA FOR 1959 RELEASED 

~~ Recording to "Current Industrial Reports", Bureau of the Cen- 
sus, U. S. Department of Commerce, diesel production for 1959 (ex- 
cluding automotive) totalled 179,909 units. Of these, 65 were dual- 
fuels (they call them semi-dieseis) . Quick breakdown shows 62.5 per 
cent of total in 51-100 hp bracket with a value of $190-million. 
Averages to about $1700 per engine. As to cylinders, 50.5 per cent 
of the total were in the 5,6,7-cyl bracket in which it can be assumed 
that bulk were 6-cyl units; 24 per cent were 4-cyl units; and 23 per 
cent had fewer cylinders. Liquid-cooled—-95 per cent. Not in- 
cluded in the above total were 15,375 natural gas or LPG engines. 
In the "501 and over"-hp category, 322 units were reported as "Ship- 
ments and Interplant Transfers". With an estimated 31,500 engines 
used for automotive purposes, th> picture agrees quite well with 
our forecast made in January, 195°, of an annual 1959 production of 
230,300 engines. 





MORE INDUSTRY NEWS FOLLOWS > 
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With K-M special service tools! 





There’s no shortage of service skill if 
you're following O.E.M. service manual 
recommendations and using the ‘‘J’’ number 


tools specified in these service instructions. 


For “‘J’’ number tools are developed in 
cooperation with the equipment manufacturer 
to duplicate factory assembly conditions. 
They have built-in ability to greatly increase 


the speed and skill of your service staff. 


For high quality service jobs at lowest labor 
costs . . . look for the ‘‘J’’ number in your 
service manual... the number that designates 
the educated tool for the job; a Kent-Moore 
“Rate-Maker’”’ tool specially designed to make 
the repair or service job simple, quick and 


easy without risk of damaging parts. 
60-H2 


KENT-MOORE ORGANIZATION, INC. 


28635 MOUND ROAD, WARREN, MICHIGAN * ENGINEERS AND MANUFACTURERS OF SERVICE TOOLS AND EQUIPMENT 
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ENGINEER’S. FIELD REPORT 


Special ci cartridge 


i | 


5 ee, 
At world’ s highest just filled ey construction 


site near Woodland, Washington, three giant diesel 
shovels get immediate starts from Chevron Pressure 
Primer System, reports Jones-Tomkins, general 
contractors. System helps speed shovel's fill- 
borrowing operations for this $51,000,000 project. 


Chevron Pressure Primer Discharger mounted on instrument panel 


CHEVRON PRESSURE 
PRIMER SYSTEM 


JONES-TOMKINS Co. 
Cougar, Washington 


PRODUCT 


FIRM 


fires giant diesel in seconds 


Five-year-—old 4500 Manitowoc Speed Crane (above), 
powered by Caterpillar 350 h.p. V-12 D397 engine, 
operates 18 hours a day, six days a week, loading 
21-yard dump trucks in just 70 seconds. Jones- 
Tomkins uses Standard fuels and lubricants exclu- 
Sively on this job. 


Be 64 Why Chevron Pressure 


System assures fast starts 


@®Volatile Chevron Priming Fuel 
atomizes in induction system at 
all temperatures even at -65°F, 
no hand—pumping required. 

@Pressure or weakest spark from 
engine fires mixture. 

®Simple rugged air-tight dis- 
charger prevents Priming Fuel 


(left) 


NY 


operates satisfactorily despite heavy vibration, 


reports 
shovel foreman Henry Watson (right). "We've had ab-— 
solutely no trouble with this system. The Chevron 
Pressure Primer System eliminates dust clogging and 


CHE ROM | allows fluid to reach the cylinders quickly. It's the 


Fesuctiont way we've found to get these rigs going. 


TRADEMARKS “CHEVRON” AND CHEVRON DESIGN REG. U.S. PAT. OFF. 


STANDARD OIL COMPANY OF CALIFORNIA, San Franciso 20 
THE CALIFORNIA OIL COMPANY, Perth Amboy, New Jersey 


For more information write in No. 84 


leakage. 


@®Small, fireproof, pressurized 
steel cartridges protect Priming 
Fuel from water and dirt. 


For More Information or the name 
of your nearest distributor, write 
orcall any of the companies listed. 


STANDARD OIL COMPANY OF TEXAS, E! Paso 
THE CALIFORNIA COMPANY, Denver 1, Colorado 
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Diesel Engine Manufacturers Association members 
visit the Sheppard Air Force Base. ‘Took a special 

look at the electrical power production branch of 

the Department of Utilities ‘Training, only power 
production school run by the Air Force. Left to right: 
R. S. Stanley, executive director of DEMA; 'T. D. 
Byars from Deputy Chief of Staff Technical 
Training, Headquarters, Air Training Command; M. 
Wall, Nordberg Manufacturing; E. G. Huber, diesel 
engineer and Lt. Col. A. L. Pierce, both Head 


DIESEL 
SALES * SERVICE 


OFFICE 
808 


11 Galion Graders, 

Model 118, were purchased by the 
state of New Hampshire for road 
maintenance. Graders are Cummins- 
powered with NHC-4’s. Protection 
against road dirt’s a feature of 

this engine. Like other Cummins 
models, all openings are closed 
against dirt entry . crankcase 
filler pipe, dipstick, for example, are 
sealed. Intake air is cleaned by 
10-in. Donaclone air cleaners. In 
these, cyclonic action of the first 
stage removes most of the dirt. 
Only a smal] amount can reach 

the second-stage dry-type ele- 

ment. Increases service life! 
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quarters USAF; W. 'T. Malone, Cooper Bessemer; 

H. P. Yount, Worthington Corp.; Capt. H. W. 

Poos, Sheppard AFB; N. N. Biddle, Cleveland Diesel 
Engineer Div., GM; F. Troughton, Fairbanks, 

Morse: R. L. Smith, Chicago Pneumatic Tool; W. A. 
Marx, Fairbanks, Morse; R. Gibson, Nordberg; B. 
Robbins, Enterprise Engine; Capt. Theodore Cline, 
Sheppard; G. J. Cleary, Headquarters USAF and 

E. L. Penwell, White Motor Co. 


INJECTION 


They’re practicing what they preach! 
Helping the promotion of automotive 
diesel use in the area, Diesel Injec 

tion Sales and Service, Norfolk, Va., put a 
Perkins diesel-powered Plymouth station 
wagon in the company fleet. ‘The men at the 
wheel report that the sign, “Diesel- 
Powered” on the front and rear fenders 
causes a real stir! American Diesel 

Corp. made the conversion. 





Pumps 20-Acre, 12-Billion Gallon Lake Dry... 

Ford’s “220” diesel powers Marlow pump, pumping 

2000-gpm ’round the clock to empty this Chicago 

suburb lake. Rains had flooded expressway excavation 
. and Ford Industrial Engine dealer, Engines, 

Inc., came to the rescue with this mobile rig. ‘Took 

only 20 days or so before they saw bottom again. 


It’s a 35-year service pin... 

and gold watch for Henry Ortner Jr., 
Service Engineer, American Bosch 
Arma Corporation! Ralph L. Country 
man, V.P. and Division Manager, right, 
makes the presentation. Bert Cole, 
left, Planning and Administration 
Manager and Frank DeLuca Service and 
Training Manager, look on. A veteran 
diesel man, “Hank” Ortner’s well known 
for the fuel injection schools and 
clinics he’s conducted. With Max 
Poellman, he toured the country in 

the first U.S. diesel-powered truck. 


Precious Cargo 

Donald Campbell's “Bluebird” may 
set new land speed records 

this month in Utah! This four and 
a half million dollars worth of 
speed rode a-top a British-built 
Cummins-powered right-hand drive 
truck in a cross-country 

trek with carefully plan- 

ned itinerary insuring 

stopovers at Cummins Distributor 
ships in Boston, Newark, Pitts 
burgh, Chicago, Omaha, Denver, 
and Salt Lake City . . . for 

safest servicing possible. 

The specially-designed tractor 
semi-trailer unit is powered 

by a 180-hp NH-180-B engine, built 
by Cummins in Scotland. 
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NEWS SECTION ... 





Diesels Turn Drips 
To Icicles... 

What happens when an ice show 
goes to Africa? Well, keeping the 
rink from getting mushy is quite a 
problem, that’s for sure. But a cou 
ple of Deutz A6L 514 diesel engines 
have teamed-up with a Vilter re- 
frigeration unit—and result is, good 
hard ice in the middle of the Congo 
for touring “Holiday On_ Ice” 
troupe. 


Schoonmaker Diesel Generators 
Ordered for off-shore drilling 

Schoonmaker Company is con 
structing a pair of marine diesel 
generators to be used by the Shell 
Oil Company in off-shore drilling. 
Che pair of 375 kva generators and 
switch gear is being made to Amer- 
ican Bureau of Shipping and U. S. 
Coast Guard standards for a new 
“core” vessel to be used near 
Orange, ‘Texas. 


The World's Largest Manufacturers of 


FUEL INJECTION EQUIPMENT 


for Diesel Engines 


Depots and Service Agents 
in over 100 Countries 


FUEL INJECTION EQUIPMENT DIVISION 


of 


ae 


TL 
<= 


/ 


LUCAS ELECTRICAL SERVICES, ING. 


Head Office: 50! West 42nd Street, New York 36 
Sales Office: 14820 Detroit Avenue, Cleveland 7, Ohio 
West Coast: 5025-29 W. Jefferson Blvd., Los Angeles 16, California 
Branch Offices: 
171 Beacon Street, South San Francisco, San Francisco, California 
500: West Belmont Avenue, Chicago 41, Illinois 
400 South Edgewood Avenue, Jacksonville, Florida 
Canadian Distributor: Joseph Lucas (Canada) Ltd. 
Head Office: 11 Davies Avenue, Toronto 8, Ontario 
Branch Office: 340! St. Antoine Street, Montreal 30, Quebec 


Wi VV 


For more information write in No. 85 
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New Fairbanks-Morse 
“Quick-Speed” Sets 
Power USAF Arctic Base 

Fairbanks, Morse & Company has 
devcloped new diesel-powered gen 
erating sets capable of delivering 
full load of electric power within 
just 8 to 30 seconds after starting 
from a dead stop. 

Six new F-M engines, the first to 
have these capabilities, made up a 
$million-plus order to supply stand 
by power for the USAF’s Thule 
radar base in Greenland. These six 
engines are capable of supplying 
12,000-kw, at 16,800-hp. Engines are 
turbocharged, opposed-piston die 
sels. Military specs called for en 
gines capable of going on full power 
within 30 seconds—but during tests 
these F-M engines made it in as 
short a time as 8 seconds. 

Fairbanks, Morse’s executive vice 
president Gordon R. Anderson said 
that the speed with which these sets 
can go into operation has interested 
utility companies. Eleven utility 
company representatives, searching 
for “standby” power to backstop 
their present power, recently made 
trips to F-M’s Beloit, Wisconsin 
factory. 


Fairbanks-Morse “Graduates” 
Can Boast Two-Year Lead! 

Fairbanks-Morse considers men 
recruited for sales way ahead of the 
game after “passing” courses in its 
Sales training school in Beloit, Wis 
men, 20 fresh from the 
college campus, are checking in for 
product training in everything from 
magnetos to diesel engines. 

The “Madison Avenue” look will 
have to wait until “graduation,” as 
the student body here reports for 
classes in work clothes until they've 
passed the “operating” courses. 

Last year’s class is reported to be 
leading the field. The company con 
ducts a talent search on the coun- 
try’s campuses, looking for the man 
who rates in extracurricular activi 
tics and who worked his way 
through, in part, as a sign of aggres- 
siveness that will pay off in sales 
work. 

Russel W. Lewis, director of mer 
chandising reports that the com- 
pany’s name and reputation help to 
attract the nght men. 


consin. 6 
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ADS Tours Simms 

When a party of 12 from the 
U.S.A. toured the Works of Simms 
Motor Units, Ltd., at Finchley, 
England, it was more than idle 
sightseeing. Representing — several 
states, the men, all members of the 
Association of Diesel Specialists, 
compiised the hard core around 
which the nationwide Simms ser\ 
ice organization is being built. 

‘The company’s chairman, G. E. 
Liardet, entertaining the party at 
luncheon, stated that the plant 
makes more in-line fuel injection 
pumps than any other factory in the 
world. 

Accompanying the Americans 
were H. E. Wittersheim, president 
of Diesel Injection Sales and Sery 
ice, Simms major agent in the U.S., 
and H. B. Sirotec of Chicago, presi 
dent of the Association. 


20 New Diesels 
For Wells Cargo 

Wells Cargo is taking delivery on 
20 ncw Kenworth Highway trucks 
to be used on the firm’s common 
carricr service between Central Cali 
fornia and Nevada. Trucks are pow 
ered by NH-250 Cummins diesel 
engines. 

Wells Cargo, an old customer of 
Kenworth, is active in trucking oper 
itions ranging from the common 
carrier service through heavy-duty 
road building and mine operations. 
Order went through the Kenworth 
L. A. office of J. ‘T. Jenkins Co., 
Kenworth distributors. 


Hall-Toledo Equipment 
Now Shipped With Guarantee 
Hall-Toledo, nation’s largest man 
ufacturer of precision eccentric valve 
seat grinding equipment for produc 
tion and maintenance operations, 1s 
now shipping with a written one 
year guarantee against defects in ma 
terials and workmanship. Warranty 
also places the equipment user's 
name on the company’s mailing list 
so that he can receive all current 
product bulletins and operational 
data. Announcement of the service 


New Engine-Testing Lab 
for Socony Mobil 

Socony Mobil Oil Co. revealed 
plans to build a large new engine 
testing laboratory for the develop 
ment of fuels and lubricants for en 
gines of the future. 

Nearly doubling Mobil’s engine 
testing capacity, the facility will be 
built at the company’s research lab 
oratories in Paulsboro, N. J. 20 test 
engines will be accommodated— 


from giant marine and railway die 
sels to gas turbines, truck and _pas- 
senger car types. Mobil’s scientists 
will be able to anticipate fuel and 
lube needs of advanced engine de 
signs years ahead of their commer 
cial production. Other equipment, 
including a dynamometer, will per 
mit testing of experimental prod 
ucts under all types and weather 
conditions. 


Continued on page 102 


A vigorous new future for time proven... 





NOW AT ANMF-BEAIRD 


In full production at AMF-Beaird, Maxim Silencers are the latest to 
join AMPF’s industrial family of more than 185 fine products for con- 


sumers, industry and defense. 


Industrial designers, architects and engineers concerned with noise 
control will find a new depth in research, engineering and manufactur- 
ing facility. AMF’s five research laboratories and Beaird’s steel fabri- 
cating experience in the oil, gas and petrochemical industries assures 


continuous product improvement. 
To put this experienced team on your project 
Maxim Silencer agent or write direct. 


. contact your nearest 


THE J. B. BEAIRD COMPANY, INC. 


SILENCERS 


Heada 


Sa/es agents ina 


4 F 
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was made by Charles W. Boesel, 


For more information write in No. 86 
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New Name For Bendix 

What's in a name? Bendix feels 
it should tell the story, not limit it. 
So, they've changed their's from 
Bendix Aviation Corporation to 
The Bendix Corporation, reflecting 
the growth and expansion of the 
business beyond the aviation field. 

Recent years have found the Ben 
dix people in other major fields of 
electronics including missiles, space, 
automotive, weapons systems, com 
puters, machine tools, instrumenta 
tion, nuclear technology, hydraulics, 
meteorology, electrical, marine, etc. 


Clark Bros. Sales Appointments 
in South Texas area 

Stewart L. Babbitt, formerly ser 
ice manager, Houston, was named 
sales engineer for that office of 
Clark Bros. He will be assisting with 
the sale of Clark Engines, compres 
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sors and gas turbines. 

G. M. Woodman, moves to the 
Houston district as small engine 
salesman. He served in that capacity 
in Corpus Christi. 

C. R. Apitz has been assigned to 
the Houston office as senior sales 
engineer. He was special representa 
tive, gas turbines, in Dallas. 

F. J. Shaw, application engineer, 
Houston, goes into the Corpus 
Christi area as a sales engineer, han- 
dling the entire Clark line. 

N. Y. Area Rep Appointed 
by Burgess-Manning 

The Industrial Silencer Division 
of Burgess Manning has announced 
the appointment of George F. 
Kelly as a sales engineer in the 
firm’s N.Y.C. district office. Kelly 
was a procurement engineer for the 
Welding Shipyard Division of Na 
tional Bulk Carriers. 
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Pearsall Elected 
VP-Director, Euclid Equipment 

William W. Pearsall has been 
elected to Vice President and Di 
rector of Sales at Euclid Equipment, 
Inc., kreeport, New York manufac 
turer of generator controls and 
switchgear. 

Pearsall comes from a background 
of nine vears with GM's Foreign 
Distributors Division. He was a 
senior sales engineer in GM’s Power 
Industrial Department, specializing 
in generator control applications 
throughout the Far East, Pacific 
Area as well Central and South 
\merica. 


Diesel Parts 
come CLEAN 
with LUX 
CLEANERS 


Remove encrusted carbon or 
burned-on varnish from diesel 


parts without scraping or brushing. Lix Cleaners save 


Engine Ker 
parts Dollies 
GM 71 Engin 


valuable man-hours by thoroughly and safely soaking 
away carbon and grease. Whatever your diesel cleaning 
job, vital engine parts or exterior surfaces, there is a 
LIX Cleaner that will DO IT BETTER and SAVE YOU 
MONEY. 

Send for Bulletin No. 160 . . . with more complete 
information about LIX CLEANERS. You'll be glad you did! 


THE fiz aLORPORATION OF MISSOURI 


* meseanc” 


WAREHOUSES [= West 80th Street @ Kansas City, Missouri 


76 Pages—275 Illustrations 
56 Engine Reference Tables 
26 Parts Lists 


BACHARACH INDUSTRIAL INSTRUMENT CO. @ 200 N. BRADDOCK AVE., PGH. 8, PA. 
Send us FREE copy of your Diesel Shop Manual AD54 
We are: [] Fleet Operators 

[] Diesel Manufacturers 


[_] Injection Service Shop 
(] Parts and Engine Distributors 


NAME_____ 
COMPANY_ 
STREET__ 

CITY and STATE 


AND 201 Railroad Avenue © Corona, California 
OFFICES 82 Wall Street ©@ New York, New York 


Address Department 30 


(2656) 
For more information write in No. 87 


For more information write in No. 88 
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MODEL K-120 | 





universal peak 
firing and 

compression 
pressure 


indicator 


Adaptors for most 
models U.S.A. engines. 
Others made to order 
at reasonable prices. 


The Model K-120 

is the only maximum 

pressure indicator that can be used 

as a compression tester on small, 

high-speed engines and as a firing 

pressure indicator on engines having 

indicator valves. Patented Kiene diaphragm 
type check valve of stainless steel has no springs 
or piston, no complicated adjustments, temperature 
corrections or pressure loss. Bleeder valve permits release 
of indicator pressure for repeat readings. This instrument 


e Starts diesel and gasoline engines (from the smallest to 
the largest) down to 65° F. below zero. « Starts in seconds 
e Excellent in humid weather too « Millions of cans sold 
« See your automotive jobber or farm equipment dealer 


*The inventors of spray starting fluid. Patent No. 2,948,595 


THE ORIGINAL SPRAY STARTING FLUID* 


P.O. Box 1988 » Camden 1, NJ. 





Ask for the can with the “balky donkey” trademark 


SPRAY PRODUCTS CORPORATION 








For more information write in No. 89 
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Bradley Heads IH Construction 
Equipment Division 

Robert B. Bradley has been elect 
ed vice-president and executive head 
of International Harvester’s Con 
struction Equipment Division, suc 
ceeding Harald T. Reishus who has 
retired. 

Mr. Bradley has been with the 
company since 1929 when he served 
as a salesman in the Oklahoma City 
district office. He has since been 
with the Harvester Australian com 
pany, the Director General of Euro 
pean Operations, assistant director 
of Foreign Operations and the top 
executive of the Canadian com 
pany. 


F. R. Cahn in Newly Created 
Post at Allied Metal Hose 

Fredric R. Cahn has been pro 
moted to a newly-created post, di 
rector of sales for Allied Metal Hose 
Co., as part of the company's ex 
pansion program. 

Since joining Allied in 1950, Mr. 
Cahn has served in a number of 
executive capacities, most recently 
as sales manager. Now, he will co 
ordinate Allied’s accelerated pro 
gram of advertising, promotion, 
public relations and sales-enginecr 


ng. 


Berdell Facilities Expanded 

Berdell Industries now includes 
the servicing of all types of heat 
iransfer equipment for all indus 
tries in their Long Island City ope: 
ation. This consists of heat ex 
changers, lube oil coolers, con 
denser, evaporators, etc. 

‘Lheyie Eastern United States 
authorized sales and service repre 
sentatives for the Harrison Division 
of General Motors Corp. for all 
Harrison manufactured heat ex 


] 
changers, too. 


gives true pressure readings with an uncompensated gage. 


KIENE DIESEL ACCESSORIES, INC. 


10352 PACIFIC AVE 


FRANKLIN PARK, ILLINOIS 


For more information write in No. 90 
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S. E. Johnson Sr., Cooper- 
Bessemer Veep, Retires 

Stanley E. Johnson, Sr., vice presi 
dent and director of sales, The 
Cooper-Bessemer Corporation, has 
announced his retirement after 42 
years of continuous service 

Joining the firm in Mount Ver 
non, Ohio in 1918, he was assistant 
sales manager in 1932, moving up in 
later vears to vice president and di 
rector of sales. Since 1946 he has 
been a director of the company and 
will continue in that capacity. 

\ veteran of service with the Ma 
nve Corps in World War I, Mr 
Johnson is a member of the Ameri 
can Petroleum Institute and_ the 
Society of Naval Architects and Ma 
rine Engineers. 
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PEOPLE AND PLANTS. . 





Cooper-Bessemer Appointments 
Donald A. Harnsberger has been 
appointed technical coordinator, re 
porting directly to Charles G. 
Cooper, Cooper-Bessemer, V ice 
President and Director, Interna- 
tional Division. He will be responsi- 
ble for liaison and _ coordination 
with the main office technical serv- 
ices required by C-B’s foreign sub- 


Harnsberger’s wide engineering 
experience includes service with 
C-B, instructor in guided missile 
propulsion systems for the U. S. 
Army, nuclear engineering research 
with General Motors and mechani- 
cal engineer with Pegasus Labora- 
tories. 

In other moves, Cooper-Bessemer 
named C, L. McDougall, assistant 


with the company since 1950. 


O. W. Stanley has been appoint 
ed branch manager of the Odessa, 
Texas office, directing field sales 
and service activities in the West 
Texas area, succeeding Mr. Mc 
Dougall. Mr. Stanley has been 
working out of the Houston office 
as sales engineer. 


sidiaries and licensees. parts sales manager. He has been 


William F. Heavey moves in to 
C-B’s Washington office as sales en 
gineer. He will be working under 
the supervision of F. W. Quiggin, 
branch manager. Heavey was a man 
ufacturer’s representative in Pitts 
burgh following service with the 
U. S. Navy from 1937-53. 


Harvey B. Cox, Jr. will be serving 
as sales engineer operating out of 
the Houston branch office. Former 
ly, Cox was associated with Clark 
Brothers in Houston. 


Don B. Bramley has joined C-B 
as a sales engineer. Bramley will 
work under the supervision of Frank 
J. Hunter, C-B St. Louis Branch 
Manager. He'll make his head- 
quarters in Kansas City, serving as a 
specialist in the sale of Cooper 
Bessemer gas, diesel and gas-diesel 
engines for municipal power plants 
and other stationary power services 
in the Missouri, Kansas, Nebraska, 
Iowa area. Bramley is already well 
known in this area, having been ac- 
tively associated with municipal 
power application here for a number 
of years. 


with a TOBIN-ARP ‘Prccsion Engineered 
LINE BORING MACHINE 


Precision centering with dial indicator to 
positively restore original center line of 
main and cam shaft bearing bores in 
warped or worn engines. Both models 
offer heavy duty capacity to bore Bear- 
ing Saddles in crank case castings for 
precision or plated bearings. Equipped 
with motor drive and hydraulic feed, a 
TAMCO Line Boring Machine will ac- 
complish the largest or the smallest job 
(within range) with ‘equal ease and 
accuracy. 


TOBIN-ARP MFG. CO. 
6400 PENN AVENUE SOUTH <a 
MINNEAPOLIS 23, MINNESOTA 
PRODUCT 


MODEL TA-15_ (shown above) 
CAPACITY: Will handle engines with 
96” overall spread of main or cam 
bearings. 20” side of crankcase to 
main bearing center line. 42” from 
table to bearing line. Wt. 1500 Ibs, 
Shipping Wt. Domestic 1900. 


DIMENSIONS: Height 65”, width 36”, 
length 118”. Add 3 ft, to length for 
minimum operating space. Moore Minneapolis Manager, 
Allis-Chalmers 

Charles D. Moore’s the new Sales 
Manager at the Allis‘Chalmers Min- 
neapolis Branch, Construction Ma- 
chinery Division. He succeeds G. P. 
Molzahn who has joined the sales 
staff of the Milwaukee Allis-Chal- 
mers construction machinery dealer- 
ship, Mooney ‘Tractor Equipment 
Corp. 

Mr. Moore joined Allis-Chalmers 
in 1947 in Omaha, serving succes 
sively as branch sales representative, 
assistant construction machinery 
sales manager, Des Moines Branch 
Construction Machinery Sales Man- 
ager and most recently Sales Man 
ager of the St. Louis Branch. 





MODEL TA-14 

CAPACITY: Will handle engines with 72” 
overall spread of main or cam bearings. 16” 
side of crankcase to main bearing center line. 
32” from table to bearing line. Weight 1200 
Ibs. Shipping weight Domestic 1500. 


DIMENSIONS: Height 55”, width 32”, length 
93". Add 3 ft. to length for minimum oper- 
ating space. 














For more information write in No. 91 (Continued on page 107) 
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CUDJOE KEY 


WHITE SUPERIOR ENGINES 


help “keep score” at one of 
, America’s newest missile ranges 


The Eglin Gulf Test Range (EGTR), consisting of five 
missile tracking stations, extends 450 miles from Eglin AFB, 
Florida down the west coast to Cudjoe Key, 23 miles east of 
Ps = Key West. At Eglin AFB and at three of the five tracking 
stations, power is supplied by White Superior Model 
40-SX-6 engine-generator sets. Each of the five Superior 
iT engines on EGTR develops 361 BHP to produce 250 KW. 
At Cudjoe Key (shown below), two of the Superiors 
¥ provide power for range safety equipment, trajectory 
measuring systems, drone control and telemetering devices, 
from which data is sent back to Eglin. 


America’s newest missile range joins an impressive list of 
Superior-powered U.S. defense installations, which include 
the “Texas Towers,” portions of “DEW” line and the 
“SAGE” project, Atlas and other launching stations, and 
other missile tracking ranges. Government acceptance of 
White Superior engines for these installations is proof that 
Superior meets all requirements for rugged dependability, 
trouble-free maintenance and maximum fuel economy. 
Superior engines, from 215 to 2150 HP or 150 to 1500 
KW, can likewise be custom-engineered to meet your exact 
requirements, including automatic, unattended or remote 
controlled operation. Write for complete information today! 


Whi . 


DIESEL 
A 


WHITE DIESEL ENGINE DIVISION 
THE WHITE MOTOR COMPANY 


Plant and General Offices: Springfield, Ohio 


U.S. Air Force Photos 


For more information write in No. 92 Diesel Power, September, 1960 39 
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Today’s 


Diesel 


AER aoa! 


Tony Casciello, left, talks to operators, heave of troubles early. 


Aathony Carciello suddenly frowned. “See this?” he 
said, running his finger inside a fuel filter housing that 
one of his men had removed from a big Cat dozer. 

The Cat had just come in off a job and its familiar 
yellow paint was barely recognizable beneath the drv, 
white coating. “See this dust—well, it’s the biggest 
killer a diesel faces in our operation.” 

Tony Casciello is head dieselman for D'Addario Con 
struction Company of Bridgeport, Connecticut. 
D’ Addario is one of New England’s biggest contractors 
—operating nine asphalt, cement, sand and _ gravel 
plants . . . serviced by four Murphy-powered Northwest 
shovels, 21 big Cummins-powered I-H tractor-trailer 
combination, 18 10-wheel Mack dumps, eight Euclid 
dumps, seven bottom-dump Euclids, three twin-engine 
Euclid pan-scrapers as well as 18 smaller dumps and 
pickups. Add to this a Loran Clamshell . . . Madsen 
asphalt plants . . . automatic concrete batch plants . . . 
Barber-Green pavers . . . Buffalo-Springfield rollers . . 
aggregate plants with Rogers primary 24-in jaw crush 
ers, Allis-Chalmers Hydracone secondary crushers, Tel 
smith Gyrasphere 3rd-stage crushers, 4-ft by 14-ft triple 
deck Allis Chalmers screens! 


‘My father, Nicola D'Addario, 
taught me to drive a Ford dump 
before I was 10... mm a 
Lorain shovel when I was 11. 
He also taught me that to stay 
in this business you've got to 
treat your equipment right. To- 
day we own over 250 pieces of 
equipment—froni a simple chain 
saw to Northwest shovels. This 
equipment must be ready to roll 
—and keep rolling. Unnecessary, 
unscheduled downtime costs me 
money. Our diesel man, Aun- 
thony Casciello, believes in 
planned preventive maintenance. 
He sees to it that D’Addario 
equipment doesn’t sit often... 
or for long either. 


F. Francis D’ Addario, 
President 

D’ Addario Construction Co. 
Bridgeport, Connecticut 
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So dieselman Tony Casciello has his hands full. But 
he’s had the kind of background and training to pre 
pare him for the job. 


Army training pays off... 

During World War II he fought through North 
Africa, Sicily and Italy with a M-10 tank destroyer-re 
triever outfit. He got to know GM and Cummins die 
sels better than a fellow gets to know his best girl. 

“IT had Preventive Maintenance drummed into me 
plenty hard in the Army,” Tony told us. “Here at 
D’ Addario we're carrying out that same kind of pro 
gram. And believe me, it pays off in longer esuipment 
life . . . and in less down-time.” 

Every piece of D'Addario equipment carries an hour 
meter . . . and every operator must fill out his daily re 
port at the end of his shift. This report includes hours 
worked, type loads carried, condition worked under (ie 
dust, mud, etc.) as well as a notation of how equipment 
is performing. ‘This information is transfered to ‘Tony 
Casciello’s master equipment chart. It’s a big black 
chalkboard on the shop wall. Clearly visible at a glance 
are due-dates coming up for each piece of equipment 
due dates for lube changes, filter changes, hour inspe< 
tions. ‘There’s also space for any mechanical troubles 
operators report. 

Tony has set-up a night shift gang at D'Addario to 
take care of routine servicing of the vehicles whil¢ 
they're in the yard. During the day, minor emergencies 
are taken care of in the field . . . major repairs comc 
into Tony’s shop. ‘To handle routine servicing of off 
highway equipment, D’Addario has a Field Lubrication 
Truck—a truck that’s better equipped than most mod 
ern gas stations. 

Driver, John Parrelli, makes a habit of seeing each 
piece of off-highway equipment on his route at least 
once a weck. Some equipment—for instance, there was 
a dozer working heaping coal at a local power plant—is 
visited once a day to take care of its filters. “And even 
that isn’t often enough,” John admits. “Diesels depend 
on air—lots of it. Anything you do to help ’em breath, 
helps ’em live longer”. Ficld Lubrication man John 
Parrelli puts over 2 miles on his truck yearly. 





“W e also have our own fuel trucks,” I ony informed 
“That way we know our diesels are getting the 
dein fuel possible.” Tony Casciello continued dig- 
ging dirt out of the filter housing with his fore-finger. 
“Clean fuel . . . clean air, clean lube, it makes the dif- 
ference! The difference betwecn whether you're going 
to have early trouble or not. On-time servicing and 
filter changes mean you get more work out of the 
equipment, less breakdowns” 

Tony interupted himself to take some micrometer 
readings along valves stems—one of his men held a 
boardful of them in front of us. 

“In the Army,” Tony said, resuming the conversa- 


tion, “they used to teach us that a teaspoon—just a 
lousy little teaspoon of dirt was all it took to kill the 
toughest, best-built diesel. And I believe it—that’s why 
here at D’Addario’s we're making sure we meet the due- 
dates you see posted on the wall blackboard there.” 


Takes teamwork... 

But ‘Tony adinits that he can’t do the job all alone. 
It takes cooperation—cooperation from the men who 
operate the equipment he services. “A good driver 
makes you look like a better dieselman than you are,” 
admits ‘Tony. “But a lousy driver, he can foul up the 
best piece of cquipment—and foul it up fast.” The 
frown creased Tony’s face again. “Last week, for in 
stance, a driver radioed in that his axle’s busted. So I 
go out there to have a look—and, sure enough, the 
truck had been digging in. Chatter marks in the sand 
clear as hell. That axle didn’t break—he broke it! But 
that’s just the exception—most of your drivers respect 
their equipment. A lot of ‘em help keep it clean— 


During the day when most equipment is 
out working, shop area is deceivingly quiet. 
Later, when equipment based here comes in, 
night crews take over in a bustle of activity. 


9, 
Johnny Bates flies Mr. D'Addario from job to job, shuttles 
other key personnel, picks up and flies in critical parts. 


hosing it off so they can spot any trouble that might be 
starting under all that dirt.” 

Takes cooperation from others as well to run a big 
shop. Leonard Broas in the D'Addario Parts Depart- 
ment works hand-in-hand with Tony. When the work 
gets heavy out on the floor, Lenny Broas gives Tony a 
hand supervising major repairs. A walk through his 
parts room shows you row after row of shelves . . . Wix 
and Fram and Purolator filter elements . . . a whole sec 
tion of Delco-Remy electrical replacement parts 
brake linings, diaphragms . . . clutch linings . . . Aero 
quip hydraulic hoses .. . Michelin tires . . . and a maze 
of fan belts of various sizes. “We carry what we need 
for fast moving,” Lenny explains. “We have a wide 
variety of equipment . . . and we have to keep spares on 
hand for them. You'll find spare Fuller and Spicer 
transmissions, Eaton and Timkin rear ends and various 
makes of clutch assemblies ready to slap in when they're 
needed.” 

What about when they need a specific part—and 
need it in a hurry? Lenny Broas smiled, tilting his cap 
back. “No problem there—we've got 2-way Motorola 
radio that keeps us in touch with every man and every 
machine . . . and we've got our own helicopter! Johnny 
Bates, our company pilot, flies anywhere on the Eastern 
Seaboard to pick up parts. He gets them back in a 
hurry, too—even takes our mechanics right out to the 
job if there isn’t time to bring the equipment into the 
shop.” 

When Tony and Lenny’s shop gets jammed up, 
they've a solution for that, too. ‘We farm out work 
until we catch up,” Tony Casciello told “Our in 
jectors and fuel pumps, they always go out—to Clark 
Son Company, New Haven.” 


In a position to know ... 

The smooth-working Casciello-Broas team doesn’t 
hesitate for a moment to “buy time” by buying expert 
outside help. And, when it comes to buying equipment 
and parts, they are equally shrewd. “We're right here 
on the firing line,” is the way dieselman ‘Tony C asciello 
puts it. “We know what works best for us . . . but we’re 


Continued on page § 
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REPOWERING: 


Cuts fuel costs 
...makes dirt 
fly faster 


Ganon Concrete Pipe Company in Delano, California 
has in operation what is believed to be one of the first 
diesel-powered 140-A Cleveland Trenchers. Originally 
driven by a 6-cyl gasoline engine, this trenching ma 
chine has been converted over to a late model 4-cyl 
Cummins J-7o naturally-aspirated engine. 

Gibson reports to Dreset Power that they've expe 
rienced a 70% reduction in fuel costs plus an increase 
in useable horsepower. 

Surprisingly few modifications were needed to install 
the J-7o. Frame was extended 4-ft and the engine 
mounted well forward on this extension. Putting it 
there eliminated a 1000-lb counterbalance that had 
formerly been necessary on front of the gasoline engine 

. also made possible the installation of a drive line 
as a replacement for the old chain hookup formerly 
used at the output end of the transmission. 
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vous 6 


Cummins J-70 gives model 140-A Cleveland trencher new life. 


"Ei s ~ 


Eliminates Standby .. . 

Bob Sketo of Gibson Concrete reports that before 
the conversion they had to keep an extra gasoline en 
gine on hand just as a hedge against possible downtime 
“Big problem we used to face with that gas rig was just 
keeping it running,” explains Gibson’s Bob Sketo 
“There’s as many as 12 men out there in a pipe-laying 
crew—every one of ’em dependent upon this trencher. 
When it broke down, those men couldn’t work. And, 
when equipment’s down long enough, backfilling gets 
bogged down too. That means its costing us money— 
lots of it.” . 

Gibson Concrete Pipe Company told us that their 
repowered trencher is operating day-in-and-day-out, 
with nary a suggestion of trouble so far. And they 
don’t expect any. Peak power demands are easily met 
.. . lugging power at off-peak rpm is exceptional. 


Gibson Concrete’s Bob Sketo 
stands at juncture of old frame 
and 4-ft addition to 
accommodate Cummins 4-cyl 
J-70 engine. Repowering gave 
power to spare, 70°/, fuel 
savings. 








Tri-Clad° ‘55’ Brushless A-c Generators 


MOTOR STARTING CAPACITY 
OVER .5 HP PER KW 





You get high motor-starting capacity — be- 
tween .5 and 1 hp per kw — and save on 
installation and maintenance with General 


Electric’s new simplified-design a-c generators. 
Reliable, hermetically-sealed silicon rectifiers 
replace all sliding contacts on this new Tri- 
Clad ‘55’ line. Elimination of complex me- 
chanical conversion equipment has cut sched- 
uled maintenance drastically (up to 75%) 
and reduced unit weight by 50% .. . size 
to two-thirds that of previous models! 








TURN PAGE FOR MORE COMPLETE INFORMATION ® ® ® 


You Save on Shipping, 
Installation and Maintenance 
with New Tri-Clad ‘55’ 
Brushless A-c Generators 


General Electric’s new brushless a-c generators com- 
bine the proven durability of Tri-Clad ‘55’ construc- 
tion with the simplicity of brushless excitation to give 
you important savings in purchase cost, installation 
and maintenance. 


Superior forcing ability of the new brushless exciter 
gives Tri-Clad ‘55’ a-c generators motor starting ca- 
pacity of over .5 hp per kw, 50% higher than previous 
equipment. 


Tri-Clad ‘55’ brushless a-c generators are available in 
10-150 kw ratings at 60 cycles, single- or two-bearing 


construction, and for 25, 50, 60 or 400 cycle opera- 
tion. You may choose from a wide selection of engine 
couplings and adaptors. 


For further information, contact your G-E Apparatus 
Sales Office or write for Bulletin GEA-6844, Section 
873-01, Schenectady 5, N. Y. 


SMALL AC MOTOR AND GENERATOR DEPARTMENT 


GENERAL @@ ELECTRIC 











BACK 
TO SCHOOL 
FOR THEM... 


Instructor Bernie Prue covers fine points of RoosaMaster pump servicing. 


... MEANS BETTER SERVICE FOR YOU! 


Diesel Control Cerporation’s excellent shop 
was available for actual work demonstration. 


eae 


Shop's completeness of tooling, arrangement and 
cleanliness served as model for others to follow. 


Special 2-day RoosaMaster Service 
School gives West Coast distributors 
latest product knowhow. 


©] ver 20 graduates of Hartford Machine Screw’s week- 
long Service School on RoosaMaster “basics’’ came back 
for a 2-day post-graduate course recently. School was 
conducted by RoosaMaster’s Bernie Prue and was held 
at Diesel Control Corporation’s plant in Wilmington, 
California. 

Over a dozen different shops were represented and 
two prominent companies—Pacific Fruit Express and 
Waukesha Motors Corporation had their people there. 

Big percentage of those attending were personnel 
from ADS (Association of Diesel Specialists) member 
shops. Diesel Control Corporation and its three regis 
tered Service Stations were there—H. G. Makelim, 
“Charlie” C. Jones and Diesel Electric Service & Sup 
ply . . . also attending were ADS people from United 
Diesel Service, Seacord Pump & Injector, Equipment 
Service Company, Valley Automotive & Diesel and 
Midwest Service & Supply. 

Factory training schools, such as Hartford Machine 
Screw’s, are now actively engaged in “spreading the 
word” on the latest product information and servicing 
techniques down through their whole franchised sales 
and service organization. ‘Today, company activity cou 
pled with ADS cooperation is improving product knowl- 
edge, improving work standardization and job quality 
right down to the “grassroots.” It can mean only one 
thing—better service for you, the user! 
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69-CP package-type units 
like this are capable of con- 
tinuous 24-hour duty, oper- 


ating from either diesel or Ind hai 


dual fuel. Conservatively 
rated at 265 HP at 720 RPM. 


5 CP DIESEL ENGINES EXCEED SCHEDULED 


Five 175 KW diesel electric generating units supply 
electric power to one of the Distant Early Warning 
Line stations, 1200 miles from the top of world. 
Power units are 69-CP Diesels, and these six-cylin- 
der, four-cycle engines have exceeded their normal 
service running time before major overhaul by over 
4,000 operational hours. When one engine was torn 
down as a check on the maintenance schedule it was 
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found that major overhaul was unnecessary. No 
future overhauls will be done until normal preven- 
tive measures indicate the need. 

This station gets outside temperatures as low as 
50 degrees below zero, and winds up to 100 mph. 
There are no roads; sea approach is ice-blocked ten 
months a year, and the installation must be supported 
by air transport alone during that period. Thus the 





Motor room at the station, 
where five 175 KW diesel 
electric generating units fur- 
nish prime power andallelec- 
tric power for utilities. Diesel 
prime movers are 69-CP’S. 














This DEW Line Station near Barter 
Island, Alaska, is more than 300 air 
miles from the nearest supply point. 
Because of the remoteness of the 
installation, special overhaul kits 
were jointly developed by Chicago 
Pneumatic and the operating’ com- 
pany, Federal Electric Corporation, 
service organization of International 
Telephone and Telegraph Corporation. 
These kits are stored at Barter Island 
ready for any emergency repair or 
replacement. 





Photos courtesy of IT T 


OVERHAUL DATES BY 4,000 OPERATIONAL HRS. 


dependability of power generation is literally a mat- ful application assistance on any problem involving 
ter of life or death. Chicago Pneumatic Engines are engines, write: Chicago Pneumatic Tool Company, 
available in ratings from 120 to 2280 HP. For help- 8 East 44th Street, New York 17, N. Y. 


© Chicago Pneumatic 


DIESEL ENGINES « AIR COMPRESSORS « PNEUMATIC TOOLS « HYDRAULIC TOOLS « ELECTRIC TOOLS « VACUUM PUMPS 
For more information write in No. 93 
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One of a 3000-mile string 

of radar stations streching 
from the northwestern tip 

of Alaska to the northeastern 
coast of Canada. Station is 
1200 miles from North Pole. 


Diesels Power “DEWLINE” 


Five Chicago-Pneumatic 175-kw sets 
log nearly 90,000 trouble-free hours! 


I. the frozen Arctic ‘Tundra, 1200-miles from the roof- 
top of the world, five Chicago-Pneumatic diesel-power 
ed generators are compiling a remarkable record. 

hese five units supply prime power to a DEW 
(Distant Early Warning) Line air defense station. In 
stallation is located near Barter Island, Alaska, forming 
part of the 3000-mile-long fence of radar posts stretch 
ing across the top of North America. They're operated 
and maintained by the Federal Electric Corporation, 
service organization of International Telephone and 
Telegraph Corporation. 

\s you might expect, the problems involved in oper 
ating a power station in this location were many. More 
than 300-air-miles from the nearest re-supply point, 
there are no roads in this frigid wilderness . . . and the 
sea-approach is ice-blocked 10 months out of every year. 
Consequently, the installation must be supported by ait 
and economy demanded maximum pre-planning for 
maintenance and reliability. (Overhaul kits, developed 
jointly by Chicago-Pneumatic and FEC, have been pre 
positioned at Barter Island against future need.) 
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4000-hr Beyond Overhaul... 

Installed more than four years ago, these C-P 175-kw 
diesel-electric generators—working separately or in tan 
dem, co-ordinated through the use of floor-mounted 
Euclid generator control panels—have logged a total of 
more than 87,000 operational hours without trouble 
Underscoring this impressive reliability performance is 
the fact that each of the 6-cyl, 4-cycle units has exceed 
ed scheduled overhaul dates at one time or another bj 
more than 4000 operational hours! 

When these units were installed in 1956, Federal 
Electric maintenance engineers anticipated each engin« 
would require an overhaul at 7500 hours. Some of the 
Chicago-Pneumatic’s units had almost doubled that 
figure—and were still running well—when the first 
overhaul was finally performed. 

Checks, made as part of Federal Electric’s PM sys 
tem, indicated that no real necessity for overhaul exist 
ed. However, running time had far exceeded both the 
FEC estimate and Chicago-Pneumatic’s recommenda 
tions. It was felt necessary to overhaul at least one en 





Chicago-Pneumatic 69-CP diesel-GE 


generator “package” is built by heavy-duty 





continuous service. Components seen include Young 
radiator and oil cooler; Air Maze air filter; Woodward 


governor; Euclid Equipment control panel. 


gine, just as a check to reassure themselves. 

When the engine was opered up, they discovered 
overhauls still were not necessary. So it was determined 
that in the future no overhauls would be performed 
until PM (compression readings, records of fuel & lube 
consumption, inspection, etc.) measurements indicated 
the need. 


Diesel Dependability . . . 

Chicago-Pneumatic’s 69-CP’s are incorporated in a 
complete skid-mounted package. From the Young 
radiator at one end to the Euclid control panel at the 
other, all accessories and systems are part of the pack 
age. Capable of continuous 24-hr duty, each of the 69 
CP engines is conservatively rated 265-hp at 720-rpm. 
Each is direct-connected to a G-E. generator and co 
axially-driven exciter. Complete control of the generator 
set and monitoring of its output is handled by the com 
pact Euclid control panel. Units can be brought up to 
speed, paralleled and loaded quickly and easily in line 
with load requirements. 

In addition to furnishing power to the electronic gear 
and detection equipment used at this vitally important 


“Cleanest in the Arctic’’ is boast of 
Maint. Engineer R. R. Fretwell, seen starting 
No. 3. Maxim silencers are suspended 
above engines; Euclid control panels floor- 
mounted. Other components such as 
Briggs oil filters seen are mounted as part 
of package. 


All photographs ITT photos 


air defense installation, the five units also supply all the 
electrical power for utilities. And in this lonely, isolated 
station—where temperatures plummet to 50°F and 
100-mph winds buffet buildings—dependable power 
generation is literally a matter of life and death. It’s just 
another example of when it’s reliability you require, it 
pays to think diesel. 





Engine Chicago-Pneumatic ‘Tool Company 
Generator and Exciter General Electric 
Generator Control Panel Euclid Equipment, Inc. 
Governor Woodward Governor Company 
Injection Equipment Bendix-Scintilla 
Radiator Young Radiator Company 
Oil Cooler Young Radiator Company 
Oil Filter Briggs, Hilco, Cuno 
Fuel Filter Wim W. Nugent & Company 
\ir Cleaner Air Maze 
Starting Equipment Leece Neville 
Kixhaust Silencers Maxim 
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THE BUYERS’ 


The Buyers’ Guide is a service to our readers and to advertisers in DIESEL 
POWER. Its purpose is to provide a convenient “where-to-find” guide for die- 
sel engines, accessories, parts, tooling and services offered by our advertisers 
and other leading companies who list their products or services in this classi- 


GUIDE 





DIESEL ENGINE DIRECTORY .... 


Two-Cycle Diesel and Natural Gas Engines 


LOW SPEED 
up to 450 rpm 


Horsepower, 51 to 100 


DIESEL ENERGY CORP. 
82 Beaver St. 
New York 5, N. Y. 


Horsepower, 101 to 500 


BURMEISTER & WAIN AMERICAN CORP. 


Holmes St. 

Mystic, Connecticut 

DIESEL ENERGY CORP. 
82 Beaver Street 

New York 5, N. Y. 
COOPER-BESSEMER CORP. 
Mount Vernon, Ohio 


Horsepower, 501 to 1000 


BURMEISTER & WAIN AMERICAN CORP 
Holmes St. 

Mystic, Connecticut 

COOPER-BESSEMER CORP. 

Mount Vernon, Ohio 

DIESEL ENERGY CORP. 

82 Beaver St. 

New York 5, N. Y. 


Horsepower, over 1000 


AMERICAN M-A-N CORPORATION 
Suite 4830, 500-5th Ave. 
New York 36, N. Y. 


BURMEISTER & WAIN AMERICAN CORP. 


Holmes St. 
Mystic, Connecticut 


COOPER-BESSEMER CORP. 
Mt. Vernon, Ohio 


NORDBERG MFG. CO. 
3073 S. Chase Ave. 
Milwaukee, |, Wisconsin 


MEDIUM SPEED 
451-900 rpm 


Horsepower, 1 to 50 


DIESEL ENERGY CORP. 
82 Beaver St. 
New York 5, N. Y. 


Horsepower, 51 to 100 


DIESEL ENERGY CORP. 
82 Beaver Street 
New York 5, N. Y. 
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Horsepower, 101 to 500 


BURMEISTER & WAIN AMERICAN CORP. 
Holmes St. 
Mystic, Connecticut 


DIESEL ENERGY CORP. 
82 Beaver Street 
New York 5, N. Y. 


Horsepower, 501 to 1000 


BURMEISTER & WAIN AMERICAN 
CORP. 

Hoimes St. 

Mystic, Connecticut 


DIESEL ENERGY CORP. 
82 Beaver Street 
New York 5, N. Y. 


CLEVELAND DIESEL ENGINE DIV. 
GENERAL MOTORS CORP. 

2160 W. 106th St. 

Cleveland I1, Ohio 


ELECTRO-MOTIVE DIV. 
GENERAL MOTORS CORP. 
La Grange, Illinois 


Horsepower, Over 1000 


BURMEISTER & WAIN AMERICAN 
CORP. 

Holmes St. 

Mystic, Connecticut 

DIESEL ENERGY CORP. 

82 Beaver St. 

New York 5, N. Y. 

CLEVELAND DIESEL ENGINE DIV. 
GENERAL MOTORS CORP. 

2160 W. 106th St. 

Cleveland I1, Ohio 
ELECTRO-MOTIVE DIV. 

GENERAL MOTORS CORP. 


La Grange, Illinois 


MEDIUM HIGH SPEED 
901-1400 rpm 


Horsepower, 1 to 50 


DIESEL ENERGY CORP. 
82 Beaver St. 
New York 5, N. Y. 


Horsepower, 51 to 100 


DIESEL ENERGY CORP. 
82 Beaver St. 
New York 5, N. Y. 








Horsepower, 101 to 500 


DIESEL ENERGY CORP. 
82 Beaver St. 
New York 5, N. Y. 


Horsepower, 501 to 1000 


DIESEL ENERGY CORP., 
82 Beaver Street 
New York 5, N. Y. 


CLEVELAND DIESEL ENGINE DIV. 
GENERAL MOTORS CORP. 

2160 W. 106th St. 

Cleveland I1, Ohio 


HIGH SPEED 
over 1400 rpm 


Horsepower, 1 to 50 


DETROIT DIESEL ENGINE DIVISION 
GENERAL MOTORS CORP. 

13400 W. Outer Drive 

Detroit 28, Michigan 


Horsepower, 51 to 100 
CERLIST DIESEL INC. 
1709 N. Church St. 
Burlington, N. C. 
DETROIT DIESEL ENGINE DIVN. 
GENERAL MOTORS CORP. 
13400 W. Outer Drive 
Detroit 28, Michigan 
DIESEL ENERGY CORP. 
82 Beaver St. 
New York 5, N. Y. 


Horsepower, 101 to 500 


CERLIST DIESEL INC. 

1709 N. Church St. 

Burlington, N. C. 

DETROIT DIESEL ENGINE DIVN. 
GENERAL MOTORS CORP. 
13400 W. Outer Drive 

Detroit 28, Michigan 


Horsepower, 501 to 1000 
DETROIT DIESEL ENGINE DIVN. 
GENERAL MOTORS CORP. 
13400 W. Outer Drive 
Detroit 28, Michigan 


Horsepower over 1000 


DETROIT DIESEL ENGINE DIV. 
GENERAL MOTORS CORP. 
13400 W. Outer Drive 

Detroit 28, Mich. 





Four-Cycle Diesel and Natural Gas Engines 


LOW SPEED, 
up to 365 r.p.m. 


Horsepower, 1 to 50 


DIESEL ENERGY CORP. 
82 Beaver St. 
New York 5, N. Y. 


Horsepower, 51 to 100 


DIESEL ENERGY CORP. 
82 Beaver St. 
New York 5, N. Y. 


Horsepower, 101 to 500 


AMERICAN M-A-N CORP. 
Suite 4830, 500-5th Ave. 
New York 36, N. Y. 


BURMEISTER & WAIN AMERICAN CORP. 


Holmes St. 

Mystic, Connecticut 

DIESEL ENERGY CORP. 

82 Beaver St. 

New York 5, N. Y. 

ENTERPRISE ENGINE & MACHINERY 
co 


18th & Florida Streets 

San Francisco 10, California 
INGERSOLL-RAND COMPANY 

1! Broadway 

New York 4, N. Y. 

WHITE DIESEL ENGINE DIVISION 
THE WHITE MOTOR COMPANY 
1401 Sheridan Ave. 

Springfield, Ohio 


Horsepower, 501 to 1000 
AMERICAN M-A-N CORP. 


Suite 4830, 500-5th Ave. 
New York 36, N. Y. 


BURMEISTER & WAIN AMERICAN CORP. 


Holmes St. 

Mystic, Connecticut 

CHICAGO PNEUMATIC TOOL CO. 
6 East 44th Street 

N. Y. 17, N.Y. 

COOPER-BESSEMER CORP. 

Mt. Vernon, Ohio 

DIESEL ENERGY CORP. 

82 Beaver Street 

New York 5, N. Y. 


ENTERPRISE ENGINE & MACHINERY CO. 


18th & Florida Streets 

San Francisco 10, Calif. 

HAWKER SIDDELEY BRUSH INC. 
34-14 58th Street 

Woodside 77, N. Y. 

WHITE DIESEL ENGINE DIVISION 
THE WHITE MOTOR COMPANY 
1401 Sheridan Avenue 

Springfield, Ohio 


Horsepower, over 1000 


AMERICAN M-A-N CORP. 
Suite 4830, 500-5th Ave. 
New York 36, N. Y. 


BURMEISTER & WAIN AMERICAN CORP. 


Holmes St. 

Mystic, Connecticut 

CHICAGO PNEUMATIC TOOL CO. 
6 East 44th Street 

N. Y. 17, N.Y. 

COOPER-BESSEMER CORP. 

Mt. Vernon, Ohio 


DIESEL ENERGY CORP. 

82 Beaver Street 

New York 5, N. Y. 

ENTERPRISE ENGINE & MACHINERY CO. 
18th & Florida Streets 

San Francisco 10, California 
HAWKER SIDDELEY BRUSH INC. 
34-14 58th Street 

Woodside 77, N. Y. 

WHITE DIESEL ENGINE DIVISION 
THE WHITE MOTOR COMPANY 
1401 Sheridan Avenue 

Springfield, Ohio 

WORTHINGTON CORP. 

401 Worthington Ave. 

Harrison, N. J. 


MEDIUM SPEED, 
365 to 700 r.p.m. 


Horsepower, 1 to 50 


DIESEL ENERGY CORP. 
82 Beaver St. 
New York 5, N. Y. 


WITTE ENGINE WORKS, OILWELL 
SUPPLY DIV. OF UNITED STATES STEEL 
CORP. 

1600 Oakland Avenue 

Kansas City 26, Mo. 


Horsepower, 51 to 100 


DIESEL ENERGY CORP. 

82 Beaver St. 

New York 5, N. Y. 

HAWKER SIDDELEY BRUSH INC. 
34-14 58th Street 

Woodside 77, N. Y. 


Horsepower, 101 to 500 
ALLIS-CHALMERS MFG. CO. 
1135 South 70th St. 
Milwaukee 14, Wisconsin 
AMERICAN M-A-N CORP. 
Suite 4830, 500-5th Ave. 
New York 36, N. Y. 
BURMEISTER & WAIN AMERICAN CORP. 
Holmes St. 
Mystic, Connecticut 
CHICAGO PNEUMATIC TOOL CO. 
6 East 44th Street 
me. ¥. OF, EY. 
DIESEL ENERGY CORP. 
82 Beaver Street 
New York 5, N. Y. 


ENTERPRISE ENGINE & MACHINERY CO. 


18th & Florida Streets 

San Francisco 10, California 
INGERSOLL-RAND CO. 

1! Broadway 

New York City 4, N. Y. 
HAWKER SIDDELEY BRUSH INC. 
34-14 58th Street 

Woodside 77, N. Y. 

WHITE DIESEL ENGINE DIVISION 
THE WHITE MOTOR COMPANY 
1401 Sheridan Avenue 
Springfield, Ohio 
WORTHINGTON CORP. 

401 Worthington Ave. 

Harrison, N. J. 


Horsepower, 501 to 1000 


ALCO PRODUCTS, INC. 
Dept. 911, P. O. Box 1065 
Schenectady |, N. Y. 





AMERICAN M-A-N CORP. 

Suite 4830, 500-5th Ave. 

New York 36, N. Y. 

BURMEISTER & WAIN AMERICAN CORP. 
Holmes St. 

Mystic, Connecticut 

CHICAGO PNEUMATIC TOOL CO. 
6 East 44th Street 

. y. %, m ¥. 

COOPER-BESSEMER CORP. 

Mt. Vernon, Ohio 

DIESEL ENERGY CORP. 

82 Beaver Street 

New York 5, N. Y. 

ENTERPRISE ENGINE & MACHINERY CO. 
18th & Florida Streets 

San Francisco 10, California 
HAWKER SIDDELEY BRUSH INC. 
34-14 58th Street 

Woodside 77, New York 
INGERSOLL-RAND CO. 

11 Broadway 

New York City 4, N. Y. 

WHITE DIESEL ENGINE DIVISION 
THE WHITE MOTOR COMPANY 
1401 Sheridan Avenue 

Springfield, Ohio 

WORTHINGTON CORP. 

401 Worthington Ave. 

Harrison, N. J. 


Horsepower, over 1000 


ALCO PRODUCTS, INC. 

Dept. 911, P. O. Box 1065 
Schenectady |, N. Y. 

AMERICAN M-A-N CORP. 

Suite 4830, 500-5th Ave. 

New York 36, N. Y. 

BURMEISTER & WAIN AMERICAN CORP. 
Holmes St. 

Mystic, Connecticut 

CHICAGO PNEUMATIC TOOL CO. 
6 E. 44th St. 

New York, 17, N. Y. 
COOPER-BESSEMER CORP. 

Mt. Vernon, Ohio 

DIESEL ENERGY CORP. 

82 Beaver Street 

New York 5, N. Y. 

HAWKER SIDDELEY BRUSH INC. 
34-14 58th Street 

Woodside 77, N. Y. 

NORDBERG MFG. CO. 

3073 S. Chase Ave. 

Milwaukee |, Wisconsin 

WHITE DIESEL ENGINE DIVISION 
THE WHITE MOTOR COMPANY 
1401 Sheridan Avenue 

Springfield, Ohio 

WORTHINGTON CORP. 

40! Worthington Ave. 

Harrison, N. J. 


MEDIUM HIGH SPEED 
700 to 


Horsepower, 1 to 50 


1200 


r.p.m. 


DIESEL ENERGY CORP. 

82 Beaver Street 

New York 5, N. Y. 

HAWKER SIDDELEY BRUSH INC. 
34-14 58th Street 

Woodside 77, N. Y. 
LISTER-BLACKSTONE, INC. 
43-32 2\st Street 

Long Island City |, N. Y. 
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NORDBERG MANUFACTURING CO. 
3073 South Chase Avenue 

Milwaukee |, Wisconsin 

WITTE ENGINE WORKS, OILWELL 
Supply Div., U. S. Steel Corp. 

1600 Oakland Avenue 

Kansas City 26, Mo. 


Horsepower, 51 to 100 


ALLIS-CHALMERS MFG. CO. 
1135 S. 70th Street 

Milwaukee 14, Wisconsin 
AMERICAN M-A-N CORP. 
Suite 4830, 590-5th Ave. 

New York 36, N. Y. 

DIESEL ENERGY CORP. 

82 Beaver Street 

New York 5, N. Y. 
HAWKER SIDDELEY BRUSH INC. 
34-14 58th Street 

Woodside 77, N. Y. 


Horsepower, 101 to 500 


ALLIS-CHALMERS MFG. CO. 
1135 S. 70th Street 

Milwaukee 14, Wisconsin 
AMERICAN M-A-N CORP. 
Suite 4830, 500-5th Ave. 

New York 36, N. Y. 
CHICAGO PNEUMATIC TOOL CO. 
6 East 44th Street 

oT. 1, .. ¥. 
COOPER-BESSEMER CORP. 
Mt. Vernon, Ohio 

CUMMINS ENGINE CO. 
Columbus, Indiana 

DIESEL ENERGY CORP. 

82 Beaver Street 

New York 5, N. Y. 


ENTERPRISE ENGINE & MACHINERY CO. 


18th & Florida Streets 

San Francisco 10, Calif. 

HAWKER SIDDELEY BRUSH INC. 
34-14 58th Street 

Woodside 77, N. Y. 
INGERSOLL-RAND CO. 

11 Broadway 

New York 4, N. Y. 

WAUKESHA MOTOR CO. 

West St. Paul Avenue 

Waukesha, Wisconsin 

WHITE DIESEL ENGINE DIVISION 
THE WHITE MOTOR COMPANY 
1401 Sheridan Avenue 

Springfield, Ohio 


Horsepower, 501 to 1000 


ALCO PRODUCTS, INC. 
Dept. 911, P. O. Box 1065 
Schenectady |, N. Y. 
AMERICAN M-A-N CORP. 
Suite 4830, 500-5th Ave. 
New York 36, N. Y. 
CHICAGO PNEUMATIC TOOL CO. 
6 East 44th Street 

mY. 12 te YF. 
COOPER-BESSEMER CORP. 
Mount Vernon, Ohio 

DIESEL ENERGY CORP. 
82 Beaver St. 

New York, 5, N. Y. 
HAWKER SIDDELEY BRUSH INC. 
34-14 58th Street 

Woodside 77, N. Y. 
INGERSOLL-RAND CO 

11 Broadway 

New York 4, N. Y. 
NORDBERG MFG. CO. 
3073 S. Chase Avenue 
Milwaukee |, Wisconsin 
WAUKESHA MOTOR CO. 
West St. Paul Avenue 
Waukesha, Wisconsin 
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WHITE DIESEL ENGINE DIVISION 
THE WHITE MOTOR COMPANY 
1401 Sheridan Avenue 

Springfield, Ohio 


Horsepower, over 1000 


ALCO PRODUCTS, INC. 

Dept. 911, P. O. Box 1065 
Schenectady |, N. Y. 
AMERICAN M-A-N CORP. 

Suite 4830, 500-5th Ave. 

New York 36, N. Y. , 
CHICAGO PNEUMATIC TOOL CO. 
6 East 44th Street 

New York 17, New York 
COOPER-BESSEMER CORP. 

Mt. Vernon, Ohio 

HAWKER SIDDELEY BRUSH INC. 
34-14 58th Street 

Woodside 77, N. Y. 

WAUKESHA MOTOR COMPANY 
West St. Paul Avenue 

Waukesha, Wisconsin 

WHITE DIESEL ENGINE DIV. 
THE WHITE MOTOR COMPANY 
1401 Sheridan Ave. 

Springfield, Ohio 


HIGH SPEED, 
over 


1200 


r.p.m. 


Horsepower, 1 to 50 


ALLIS-CHALMERS MFG. CO. 
1135 S. 70th Street 
Milwaukee 14, Wisconsin 
AMERICAN MARC INC. 

1601 West Florence Ave. 
Inglewood, California 


BURMEISTER & WAIN AMERICAN CORP. 


Holmes St. 

Mystic, Connecticut 
CONTINENTAL MOTORS CORP. 
205 Market Street 

Muskegon, Michigan 

DIESEL ENERGY CORP. 

82 Beaver Street 

Now York 5, N. Y. 

HAWKER SIDDELEY BRUSH INC. 
34-14 58th Street 

Woodside 77, N. Y. 

HERCULES MOTORS CORP. 

101 E. Eleventh St. 

Canton 2, Ohio 
INTERNATIONAL HARVESTER CO. 
180 N. Michigan Ave. 

Chicago |, Ill. 
LISTER-BLACKSTONE, INC. 
42-32 2\st Street 

Long Island City |, N. Y. 
NORDBERG MFG. CO 

3073 South Chase Avenue 
Milwaukee 1, Wisconsin 

R. H. SHEPPARD CO., INC. 

101 Middle St. 

Hanover, Pa. 

VOLVO IMPORT INC., ENGINE DIV. 
452 Hudson Terrace 

Englewood Cliffs, N. J. 
WAUKESHA MOTOR CO. 

West St. Paul Avenue 

Waukesha, Wisconsin 

WITTE ENGINE WORKS, OILWELL 
Supply Div., U. S. Steel Corp. 
1600 Oakland Avenue 

Kansas City 26, Mo. 


Horsepower, 51 to 100 


ALLIS-CHALMERS MFG. CO. 
1135 S. 70th Street 

Milwaukee 14, Wisconsin 
AMERICAN M-A-N CORP. 
Suite 4830, 500-5th Ave. 

New York 36, N. Y. 


BURMEISTER & WAIN AMERICAN CORP 
Holmes St. 

Mystic, Connecticut 

CUMMINS ENGINE CO. 
Columbus, Indiana 
DAIMLER-BENZ of N. A., INC. 
INDUSTRIAL DIVISION 

126-56 Northern Blvd. 

Flushing 68, New York 

DIESEL ENERGY CORP. 

82 Beaver Street 

New York 5, N. Y. 

HAWKER SIDDELEY BRUSH INC. 
34-14 58th Street 

Woodside 77, N. Y. 

HERCULES MOTORS CORP. 

101 E. lith Street 

Canton 2, Ohio 
INTERNATIONAL HARVESTER CO. 
180 N. Michigan Avenue 
Chicago |, Illinois 
LISTER-BLACKSTONE, INC. 

42-32 2\st Street 

Long Island City I, N. Y. 

R. H. SHEPPARD CO. INC. 

101 Middle St. 

Hanover, Pa. 

VOLVO IMPORT INC. ENGINE DIV. 
452 Hudson Terrace 

Englewood Cliffs, N. J. 
WAUKESHA MOTOR CO. 

West St. Paul Avenue 

Waukesha, Wisconsin 


Horsepower, 101 to 500 


ALLIS-CHALMERS MFG. CO. 
1135 S. 70th Street 

Milwaukee 14, Wisconsin 
AMERICAN M-A-N CORP. 
Suite 4830, 500-5th Ave. 

New York 36, N. Y. 
CONTINENTAL MOTORS CORP. 
205 Market Street 

Muskegon, Michigan 

CUMMINS ENGINE CO. 
Columbus, Indiana 
DAIMLER-BENZ of N. A., INC. 
INDUSTRIAL DIVISION 

126-56 Northern Blvd. 

Flushing 68, New York 

DIESEL ENERGY CORP. 

82 Beaver Street 

New York 5, N. Y. 

HAWKER SIDDELEY BRUSH INC. 
34-14 58th Street 

Woodside 77, N. Y. 

HERCULES MOTORS CORP. 
101 E. I Ith Street 

Canton 2, Ohio 
INTERNATIONAL HARVESTER CO. 
180 N. Michigan Avenue 
Chicago |, Illinois 

VOLVO IMPORT INC. ENGINE DIV. 
452 Hudson Terrace 

Englewood Cliffs, N. J. 
WAUKESHA MOTOR CO. 
West St. Paul Avenue 

Waukesha, Wisconsin 


Horsepower, 501 to 1000 


AMERICAN M-A-N CORPORATION 
Suite 4830, 500-5th Ave. 

New York 36, N. Y. 

CUMMINS ENGINE CO. 

Columbus, Indiana 

DAIMLER-BENZ of N. A., INC. 
INDUSTRIAL DIVISION 

126-56 Northern Blvd. 

Flushing 68, New York 


Horsepower, Over 1000 


AMERICAN M-A-N CORPORATION 
Suite 4830, 500-5th Ave. 

New York 36. N. Y. 

DAIMLER-BENZ of N. A., INC. 
INDUSTRIAL DIVISION 

126-56 Northern Blvd. 

Flushing 68, New York 





... SUPPLIES. ACCESSORIES & 
EQUIPMENT 


Actuators, Hydraulic Rotary 
HOUDAILLE INDUSTRIES, INC. 
500 E. Delavan Ave. 

Buffalo 11, N. Y. 


Adapters, Engine Indicator 
BACHARACH INDUSTRIAL INSTRUMENT 
co 


200 N. Braddock Ave. 
Pittsburgh 8, Pennsylvania 
KIENE DIESEL ACCESSORIES, 
10352 Pacific Ave. 

Franklin Park, Ill. 


INC. 


Adapters, Tachometer 


BARBOUR-STOCKWELL INSTRUMENTS 
80 Cambridge St. 
Worcester 3, Mass. 


Additives 


See also “Additives for Diesel 
“Diesel Fuel Oil, Tar and Carbon Dis- 
persing Agent,” “Fuel Oil Additives,” 
“Fuel Oil Tar and Carbon Dispersin 
Agents,” “Conditioners, Fuel and Lube 
Oil,” “Diesel Fuel Conditioners.” 


U. S. AVIEX CO. 

423 North 9th 

Niles, Mich. 

WYNN OIL COMPANY 
1151 West 5th St. 
Azusa, Calif. 


Additive for Diesel Fuel Oil 

See heading above 

AMERICAN OIL & SUPPLY CO. 

238 Wilson Avenue 

Newark 5, N. J. 

E. |. DU PONT DE-NEMOURS & CO., 

ORGANIC CHEMICAL DEPT. 

PETROLEUM CHEMICALS DIV. 

Wilmington 98, Delaware 

LUBAID COMPANY 

3270 S. Third St. 

Milwaukee 7, Wisconsin 

NUTMEG CHEMICAL CO. 

130 Haven St. 

New Haven 13, Conn. 

SILOO, INC. 

9 East 45th St. 

New York 17, N. Y. 

START PILOT CORP. 

61 Second St. 

Mineola, New York 

WYNN OIL COMPANY 

1151 West 5th St. 

Azusa, Calif. 


Fuel Oil,” 


Adjusting Screws 


CHICAGO SCREW COMPANY 
2701 Washington Blvd. 
Bellwood, Illinois 
Aerosol Can Remote Control 
Primer 
“Fluid, Diesel 2 el 
‘ “Diesel ‘Starting Fluid 
START PILOT CORP. 
61 Second St. 
Mineola, N. Y. 


See also “Spray 


Aftercoolers, Air Compressor 


See also “Aftercoolers, Supercharger,” 
“Coolers, Compressed Air, Ga 
“Supercharger Intercoolers”’ 

THE ROME-TURNEY RADIATOR CO. 
Rome, New York 


YATES AMERICAN MACHINE CO. 
729 4th Street 
Beloit, Wisconsin 


Aftercoolers, Supercharger 


See Heading Above 
HARRISON RADIATOR DIVISION 
General Motors Corp. 
Lockport, N. Y 
YOUNG RADIATOR CO. 
709 S. Marquette St. 
Racine, Wisconsin 


Air Compressors 


See also headings under 
CUMMINS ENGINE CO. 
Coiumbus, Indians 
INGERSOLL-RAND CO. 
Il Broadway 
Ne. York 4, N. Y. 
WAYNE PUMP CO. 
Griffin St. 

Ft. Wayne, Ind. 
WILLOUGHBY WORKS 
THOMPSON RAMO WOOLDRIDGE 
4583 Biedler Road 

Willoughby, Ohio 


“Compressors” 


Air Conditioners, Truck Cab 


KYSOR HEATING CO. 
1100 W. Wright St. 
Cadillac, Michigan 


Air Tools 


ALBERTSON & CO., INC. 

Sioux City 2, lowa 

CHICAGO PNEUMATIC TOOL CO. 
6 East 44th St. 

New York 17, New York 
INGERSOLL-RAND CO. 


1! Broadway 
New York 4, N. Y. 


Air Velocity Meters 


BACHARACH INDUSTRIAL 
INSTRUMENT CO. 

200 N. Braddock Ave. 

Pittsburgh 8, Pa. 

ILLINOIS TESTING LABORATORIES, INC. 

420 N. LaSalle Street 

Chicago 10, Ill. 


Alarm Systems, 


Pressure & Temperature 
See also headings under 
Controls, Engine.” 
ILLINOIS TESTING LABORATORIES, INC. 
420 N. LaSalle Street 
Chicago 10, Ill. 
KYSOR HEATER CO. 
1100 W. Wright St. 
Cadillac, Mich. 


“Controls.” “Safety 


ROBERTSHAW-FULTON CONTROLS CO. 


FULTON SYLPHON DIVISION 
P. O. Box 400 

Knoxville 1, Tennessee 
SYNCHRO-START PRODUCTS, 
8151 N. Ridgeway Ave. 

Skokie, Illinois 


Alloy Steel Nuts and Bolts 


INC. 


See also headings under “Bolts” & “Nuts.” 


ERIE BOLT & NUT CO. 
1325 Liberty Street 
Erie, Penn. 


FUEL INJECTION DIVISION 
HARTFORD MACHINE SCREW CO. 
DIV. of STANDARD SCREW CO. 
Hartford 2, Conn. 


Alloys, High Temperature and 
Corrosion Resistant 
HUNTINGTON ALLOY PRODUCTS DIV. 


THE INTERNATIONAL NICKEL CO. 
Huntington 17, West Va. 


Ammeters 


See also headings below and 
meters, Clamp-on Type” 


INC. 


“Volt-Am- 


ROCHESTER MFG. CO., 
34 Rockwood St. 
Rochester 10, New York 


Ammeters, Tong Test Type 
(clamp-on) 


COLUMBIA ELECTRIC MFG. COMPANY 
4537 Hamilton Avenue 
Cleveland 14, Ohio 


Anti-Rust Compounds 

See also “Rust Preventives” 

AMERICAN OIL & SUPPLY CO. 

238 Wilson Avenue 

Newark 5, N. J. 

BALL CHEMICAL COMPANY 

1486 Butler Plank Rd. 

Glenshaw, Penna. 

NATIONAL REFINING CO. 

P. O. Box 6479 

Cleveland |, Ohio 


Asbestos, Sheet 
See also headings under “Gaskets” 
THE FITZGERALD MFG. CO. 
Torrington, Conn. 
VICTOR MFG. & GASKET CO. 
P.O. Box 1333 
Chicago 90, Ill. 


Automatic Controls, Starting 
See also headings under “Controls” 


CONSOLIDATED DIESEL ELECTRIC CORP. 
POWER EQUIPMENT DIVISION 

880 Canal Street 

Stamford, Conn. 


Auxiliary Diesel Generating Sets 


See also “’Diesel Generating Sets;” head- 
hari. under “Emergency cae” ee 
ian ,, Generator ..+, " “ Diesel Power 


CONSOLIDATED DIESEL ELECTRIC CORP. 
POWER EQUIPMENT DIVISION 

880 Canal Street 

Stamford, Conn. 


Axles, Drive & Steer 


CLARK EQUIPMENT CO. 
P. O. Box 31 


Buchanan, Mich. 


Axles, Front & Rear 
ROCKWELL-STANDARD CORP. 
TRANSMISSION & AXLE DIV. 
100-400 Clark Ave. 

Detroit, Mich. 


Axles, Planetary 


CLARK EQUIPMENT CO. 
P. O. Box 31 
Buchanan, Mich. 
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Axles, Trailer 
CLARK EQUIPMENT CO. 
P. O. Box 31 
Buchanan, Mich. 


Bars, Bronze 
See also headings under “Bronze” 

JOHNSON BRONZE CO. 
New Castle, Pa. 
NATIONAL BEARING DIV. 
AMERICAN BRAKE SHOE CO. 
717 Grant Building 
Pittsourgh 19, Pa. 


Batteries, Nickel Cadmium, 
Storage 
NICAD DIVISION 
GOULD NATIONAL BATTERIES, INC. 
172 Pleasant St. 
Easthampton, Mass. 


Batteries, Storage 


EXIDE SALES 

P. O. Box 6266 

Cleveland |, Ohio 

NICAD DIVISION 

GOULD NATIONAL BATTERIES, INC. 
172 Pleasant St. 

Easthampton, Mass. 

WILLARD SALES 

P. O. Box 6266 

Cleveland |, Ohio 


Battery Chargers 
EXIDE SALES 
P. O. Box 6266 
Cleveland |, Ohio 
JORDAN ELECTRIC PRODUCTS 
P. O. Box 6266 
Cleveland |, Ohio 
WEIDENHOFF CORP. 
Algona, lowa 
WILLARD SALES 
P. O. Box 6266 
Cleveland |, Ohio 


Battery Charging Regulator 
THE ELECTRIC AUTO-LITE CO. 
Champlain St. 

Toledo |, Ohio 


Battery Testers 
See also “Testers, Battery.” 
WEIDENHOFF CORP. 


Algona, lowa 


Bearings 
AMERICAN BEARING CORP. 
429 So. Harding St. 
Indianapolis 7, Ind. 
BUNTING BRASS & BRONZE COMPANY 
715 Spencer 
Toledo |, Ohio 
DETROIT ALUMINUM & BRASS CORP. 
3975 Christopher Ave. 
Detroit 11, Michigan 
FEDERAL-MOGUL DIV. 
FEDERAL-MOGUL-BOWER BEARINGS, 
INC. 
11031 Shoemaker Ave. 
Detroit 13, Mich. 
HOOVER BALL & BEARING CO. 
P. O. Box 1607 
Ann Arbor, Mich. 
JOHNSON BRONZE CO. 
New Castle, Penna. 
THE TORRINGTON CO. 
59 Field St. 
Torrington, Conn. 


Bearings, Aluminum 
AMERICAN BEARING CORP. 
429 So. Harding St. 
Indianapolis 7, Ind. 
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BUNTING BRASS & BRONZE CO. 
715 Spencer 

Toledo 1, Ohio 

CLEVITE SERVICE 

CLEVELAND GRAPHITE BRONZE CO. 
6545 Carnegie Ave. 

Cleveland 3, Ohio 

FEDERAL-MOGUL DIVISION 
FEDERAL-MOGUL-BOWER BEARINGS, 
INC. 

11031 Shoemaker Avenue 

Detroit 13, Michigan 

JOHNSON BRONZE COMPANY 


New Castle, Pennsylvania 


Bearings, Babbitted 


AMERICAN BEARING CORP. 

429 So. Harding St. 

Indianapolis 7, Ind. 

BRODIE SYSTEM, INC. 

115 Clifton Place 

Brooklyn 38, New York 

BUNTING BRASS & BRONZE COMPANY 
715 Spencer 

Toledo 1, Ohio 

DETROIT ALUMINUM & BRASS CORP. 
3975 Christopher Ave. 

Detroit 11, Michigan 
FEDERAL-MOGUL DIV. 
FEDERAL-MOGUL-BOWER BEARINGS, 
INC. 

11031 Shoemaker Ave. 

Detroit 13, Mich. 

NATIONAL BEARING DIV. 
AMERICAN BRAKE SHOE CO. 

717 Grant Building 

Pittsburgh 19, Pa. 


Bearings, Babbitted and Bronze 
Bushed 


AMERICAN BEARING CORP. 

429 So. Harding St. 

Indianapolis 7, Ind. 

BUNTING BRASS & BRONZE CO. 
715 Spencer St. 

Toledo !, Ohio 
FEDERAL-MOGUL DIV. 
FEDERAL-MOGUL-BOWER BEARINGS, 
INC. 

1103! Shoemaker Ave. 

Detroit 13, Mich. 

NATIONAL BEARING DIV. 
AMERICAN BRAKE SHOE CO. 
717 Grant Building 

Pittsburgh 19, Pa. 


Bearings, Ball 
HOOVER BALL & BEARING CO. 
P. O. Box 1607 
Ann Arbor, Mich. 
THE TORRINGTON CO. 
59 Field St. 


Torrington, Conn. 


Bearings, Bronze 
See also “Bronze Bearings” 
AMERICAN BEARING CORP. 
429 So. Harding St. 
Indianapolis 7, Ind. 
BUNTING BRASS & BRONZE COMPANY 
715 Spencer 
Toledo 1, Ohio 
FEDERAL-MOGUL DIVISION 
FEDERAL-MOGUL-BOWER BEARINGS, 
INC. 
11031 Shoemaker Ave. 
Detroit 13, Mich. 
JOHNSON BRONZE CO. 
New Castle, Pa. 
NATIONAL BEARING DIV. 
AMERICAN BRAKE SHOE CO. 
717 Grant Building 
Pittsburgh 19, Pa. 


Bearings, Bronze and Steel 


Backed, Babbitt-Lined 


AMERICAN BEARING CORP. 

429 So. Harding St. 

Indianapolis 7, Ind. 

CLEVITE SERVICE 

CLEVELAND GRAPHITE BRONZE CO. 
6545 Carnegie Ave. 

Cleveland 3, Ohio 

DETROIT ALUMINUM & BRASS CORF. 
3975 Christopher Ave. 

Detroit 11, Michigan 
FEDERAL-MOGUL DIV. 

ir; isc, BEARINGS, 
11031 Shoemaker Ave. 

Detroit 13, Mich. 

JOHNSON BRONZE COMPANY 

New Castle, Pennsylvania 

NATIONAL BEARING DIV. 
AMERICAN BRAKE SHOE CO. 

717 Grant Building 

Pittsburgh 19, Pa. 


Bearings, Copper-Lead 


AMERICAN BEARING CORP. 

429 So. Harding St. 

Indianapolis 7, Ind. 

BUNTING BRASS & BRONZE CO. 

715 Spencer 

Toledo |, Ohio 

DETROIT ALUMINUM & BRASS CORP. 
3975 Christopher Ave. 

Detroit 11, Michigan 
FEDERAL-MOGUL DIV. 
FEDERAL-MOGUL-BOWER BEARINGS, 
INC. 

11031 Shoemaker Ave. 

Detroit 13, Mich. 

JOHNSON BRONZE CO. 

New Castle, Pa. 

NATIONAL BEARING DIV. 
AMERICAN BRAKE SHOE CO. 

717 Grant Building 

Pittsburgh 19, Pa. 


Bearings, Lead-Bronze 


AMERICAN BEARING CORP. 

429 So. Harding St. 

Indianapolis 7, Ind. 

BUNTING BRASS & BRONZE COMPANY 
715 Spencer 

Toledo |, Ohio 

JOHNSON BRONZE CO. 

New Castle, Penna. 


NATIONAL BEARING DIV. 
AMERICAN BRAKE SHOE CO. 
717 Grant Building 

Pittsburgh 19, Pa. 


Bearings, Piston Pin 


AMERICAN BEARING CORP. 

429 So. Harding St. 

Indianapolis 7, Ind. 

FEDERAL-MOGUL DIVISION 
FEDERAL-MOGUL-BOWER BEARINGS, 
INC, 

11031 Shoemaker Ave. 

Detroit 13, Mich. 

JOHNSON BRONZE CO. 

New Castle, Pa. 


Bearings, Roller 


CHAIN BELT CO. 

4701 W. Greenfield Ave. 
Milwaukee |, Wisconsin 
HOOVER BALL & BEARING CO. 
P. O. Box 1607 

Ann Arbor, Mich. 

THE TORRINGTON CO. 

59 Field St. 

Torrington, Conn. 





Bearings, Self-Lubricating 


BUNTING BRASS & BRONZE COMPANY 
715 Spencer 

Toledo |, Ohio 

HOOVER BALL & BEARING CO. 

P. O. Box 1607 

Ann Arbor, Mich. 

JOHNSON BRONZE COMPANY 


New Castle, Pennsylvania 


Bearings, Sleeve, Copper-Lead 
Lined 


AMERICAN BEARING CORP. 

429 So. Harding St. 

Indianapolis 7, Ind. 

DETROIT ALUMINUM & BRASS CORP. 
3975 Christopher Ave. 

Detroit 11, Michigan 

FEDERAL-MOGUL DIV. 
ee BEARINGS, 
11031 Shoemaker Ave. 

Detroit 13, Mich. 


Bearings, Special Alloys 

AMERICAN BEARING CORP. 

429 So. Harding St. 

Indianapolis 7, Ind. 

BUNTING BRASS & BRONZE COMPANY 
715 Spencer 

Toledo 1, Ohio 

THE TORRINGTON CO. 

59 Field St. 


Torrington, Conn. 


Bearings, Steel-Backed, Copper- 
Lead Lined 

AMERICAN BEARING CORP. 

429 So. Harding St. 

Indianapolis 7, Ind. 

CLEVITE SERVICE 

CLEVELAND GRAPHITE BRONZE CO. 

6545 Carnegie Ave. 

Cleveland 3, Ohio 

DETROIT ALUMINUM & BRASS CORP. 

3975 Christopher Ave. 

Detroit 11, Mich. 

FEDERAL-MOGUL DIV. 


ee BEARINGS, 


11031 Shoemaker Ave. 
Detroit 13, Mich. 
JOHNSON BRONZE CO. 
New Castle, Pa. 


Bellows, Brass 
ee CONTROLS 


FULTON SYLPHON DIV. 

P. O. Box 400 

Knoxville 1, Tenn. 
FLEXONICS CORPORATION 
1363 South 3rd Ave. 
Maywood, Illinois 


Bellows, Stainless Steel 
ANACONDA METAL HOSE DIV. 
THE AMERICAN BRASS CO. 

698 South Main St. 

Waterbury 20, Conn. 

FLEXONICS CORPORATION 

1363 South 3rd Ave. 

Maywood, Illinois 
ROBERTSHAW-FULTON CONTROLS 
co 


FULTON SYLPHON DIV. 
P. O. Box 400 


Knoxville 1, Tenn. 
Belting, Chain 

See also headings under “Chain”. 
CHAIN BELT CO. 


4701 W. Greenfield Ave. 
Milwaukee 1, Wisconsin 


Blowers, Centrifugal 
See also “Supercharging Blowers” 
COOPER-BESSEMER CORP. 
Mt. Vernon, Ohio 
DE LAVAL STEAM TURBINE CO. 
Notingham Way 
Trenton 2, N. J. 
ELLIOTT COMPANY 


Jeannette, Pennsylvania 


Blowers, Scavenging and 
Supercharging 
See “Supercharging 
chargers”. 
DE LAVAL STEAM TURBINE CO. 
Notingham Way 
Trenton 2, N. J. 
ELLIOTT COMPANY 
Jeannette, Pennsylvania 
WILLOUGHBY WORKS 
THOMPSON RAMO WOOLDRIDGE 
4583 Biedler Road 
Willoughby, Ohio 


Blowers”, ‘'Turbo- 


Blowers, Rotary, Positive 


SCHWITZER CORP. 
1125 Massachusetts Ave. 


Indianapolis 7, Indiana 


Boilers, Exhaust Gas, Waste Heat 


See also “Waste Heat Boilers” 
THE SIMS COMPANY, INC. 
P. O. Box 1096 
Erie, Pa. 


Bolts 


See listing below and “Alloy Steel Bolts & 
Nuts”, 


CHANDLER PRODUCTS CORP. 
1420 Chardon Road 

Cleveland 17, Ohio 

ERIE BOLT & NUT CO. 

1325 Liberty Street 


Erie, Penn. 


FUEL INJECTION DIVISION 
HARTFORD MACHINE SCREW CO. 
DIV. of STANDARD SCREW CO. 
Hartford 2, Conn. 


Bolts, High Tensile 


CHANDLER PRODUCTS CORP. 
1420 Chardon Road 

Cleveland 17, Ohio 

THE CHICAGO SCREW CO. 
2701 Washington Blvd. 

Bellwood, Ill. 

ERIE BOLT & NUT CO. 

1325 Liberty St. 

Erie, Penn. 

FUEL INJECTION DIVISION 
HARTFORD MACHINE SCREW CO. 
DIV. of STANDARD SCREW CO. 
Hartford 2, Conn. 


Breather Filters 


FRAM CORPORATION 
Providence 16, R. |. 
VORTOX CO. 

121 S. Indian Hill Blvd. 
Claremont, California 


Bronze Bar Stock, Completely 


Finished 
See also “Bars, Bronze”. 


BUNTING BRASS & BRONZE COMPANY 
715 Spencer 
Toledo 1, Ohio 


Bronze Bearings 


See also “Bearings, Bronze” 
BUNTING BRASS & BRONZE COMPANY 
715 Spencer 
Toledo |, Ohio 


FEDERAL-MOGUL DIV. 
FEDERAL-MOGUL-BOWER BEARINGS, 
INC. 

11031 Shoemaker Ave. 

Detroit 13, Michigan 

NATIONAL BEARING DIV. 

AMERICAN BRAKE SHOE CO. 

717 Grant Building 

Pittsburgh 19, Pa. 


Bronze Washers 


BUNTING BRASS & BRONZE COMPANY 
715 Spencer 

Toledo |, Ohio 

FEDERAL-MOGUL DIVISION 
FEDERAL-MOGUL-BOWER BEARINGS, 
INC. 

11031 Shoemaker Avenue 

Detroit 13, Michigan 

JOHNSON BRONZE CO. 

New Castle, Pa. 

NATIONAL BEARING DIV. 
AMERICAN BRAKE SHOE CO. 

717 Grant Building 

Pittsburgh 17, Pa. 


Brushes, Carbon 


STACKPOLE CARBON CO. 
Stackpole 
St. Mary's, Pa. 


Bushings, Bronze 


AMERICAN BEARING CORP. 

429 S. Harding St. 

Indianapolis 7, Ind. 

BUNTING BRASS & BRONZE COMPANY 
715 Spencer 

Toledo 1, Ohio 

JOHNSON BRONZE CO. 

New Castle, Pa. 


Bushings, High-Lead Bronze 


AMERICAN BEARING CORP. 
429 S. Harding St. 

Indianapolis 7, Ind. 

BUNTING BRASS & BRONZE CO. 
715 Spencer 

Toledo 1, Ohio 

FEDERAL-MOGUL DIVISION 
FEDERAL-MOGUL-BOWER BEARINGS, 
INC. 

11031 Shoemaker Avenue 

Detroit 13, Michigan 

JOHNSON BRONZE CO. 

New Castle, Pa. 

NATIONAL BEARING DIV. 
AMERICAN BRAKE SHOE CO. 
717 Grant Building 

Pittsburgh 19, Pa. 


Bushings, Lead-Bronze Lined 


AMERICAN BEARING CORP. 

429 S. Harding St. 

Indianapolis 7, Ind. 

FEDERAL-MOGUL DIVISION 
FEDERAL-MOGUL-BOWER BEARINGS, 
INC. 

1103! Shoemaker Avenue 

Detroit 13, Michigan 

JOHNSON BRONZE CO. 

New Castle, Pa. 


Bushings, Steel-Backed, 


Babbitt-Lined 


AMERICAN BEARING CORP. 

429 S. Harding St. 

Indianapolis 7, Ind. 

FEDERAL-MOGUL DIVISION 
FEDERAL-MOGUL-BOWER BEARINGS, 
INC. 

11031 Shoemaker Avenue 

Detroit 13, Michigan 

JOHNSON BRONZE CO. 

New Castle, Pa. 
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NATIONAL BEARING DIV. 
AMERICAN BRAKE SHOE CO. 
717 Grant Building 

Pittsburgh 19, Pa. 


Bushings, Steel-Backed, 
Aluminum Lined 
FEDERAL-MOGUL DIVISION 
FEDERAL-MOGUL-BOWER BEARINGS, 
INC. 
11031 Shoemaker Avenue 
Detroit 13, Mich. 
JOHNSON BRONZE CO. 
New Castle, Pa. 


Cam Followers 
THE CHICAGO SCREW CO. 
2701 Washington Blvd. 
Bellwood, Ill. 
THE TORRINGTON CO. 
59 Field St. 
Torrington, Conn. 


Camshaft Grinders 
VAN NORMAN MACHINE CO. 
DIV. VAN NORMAN INDUSTRIES INC. 
3640 Main St. 
Springfield, Mass. 


Camshaft Reconditioning 
CLEVELAND HONE & MFG. CO. 
8816 Harkness Road 
Cleveland 6, Ohio 
MORCO INC. 

22201 Aurora Rd. 
Bedford, Ohio 


Camshafts, Crankshafts 
See also under heading “Crankshafts” 
OHIO CRANKSHAFT CO. 
3800 Harvard Ave. 
Cleveland 5, Ohio 


Carbon Solvents 


See also headings under “Solvents”, “‘Clean- 
ing Compounds”. 


BRULIN & CO., INC. 
2939-45 Columbia Ave. 
Indianapolis 7, Ind. 

LIX CORP. OF MISSOURI 
300 W. 86th St. 

Kansas City 14, Mo. 


Castings, Alloy Iron 
FRANK FOUNDRIES CORP. 
2020 Third Avenue 
Moline, Illinois 
GILLETT & EATON, INC. 
Lake City, Minn. 

HUNT SPILLER MFG. CO. 
383 Dorchester Ave. 
South Boston 27, Mass. 


Castings, Aluminum 
GILLETT & EATON, INC. 
Lake City, Minnesota 
NATIONAL BEARING DIV. 
AMERICAN BRAKE SHOE CO. 
717 Grant Building 
Pittsburgh 19, Pa. 
UNITED ENGINE & MACHINE CO. 
310 Preda Street 
San Leandro, Calif. 


Castings, Bi-Metallic 


UNITED ENGINE & MACHINE CO. 
310 Preda Street 
San Leandro, Calif. 


Castings, Centrifugal 


AMERICAN BEARING CORP. 
429 So. Harding St. 
Indianapolis 7, Indiana 


48 Diesel Power, September, 1960 


HUNTINGTON ALLOY PRODUCTS DIV. 
THE INTERNATIONAL NICKEL CO. 
Huntington 17, West Va. 

NATIONAL BEARING DIV. 

AMERICAN BRAKE SHOE CO. 

717 Grant Building 

Pittsburgh 19, Pa. 

PERFECT CIRCLE CORP. 

552 So. Washington 

Hagerstown, Ind. 


Castings, Gray Iron 
CHAIN BELT CO. 
4701 W. Greenfield Ave. 
Milwaukee |, Wisconsin 
FRANK FOUNDRIES CORP. 
2020 Third Avenue 
Moline, Illinois 
GILLETT & EATON, INC. 
Lake City, Minn. 


Castings Repaired 
BRODIE SYSTEM, INC. 
115 Clifton Place 
Brooklyn 38, New York 


Castings, Special Alloy 
FRANK FOUNDRIES CORP. 
2020 Third Avenue 
Moline, Illinois 
GILLETT & EATON, INC. 
Lake City, Minnesota 


Castings, Steel 
HUNT SPILLER MFG. CO. 
383 Dorchester Ave. 
South Boston 27, Mass. 


Chain Drives, Complete 


See also headings below and “Drives, 
hain” 


CHAIN BELT CO. 

4701 W. Greenfield Ave. 
Milwaukee 1, Wisconsin 
DIAMOND CHAIN CO., 
402 Kentucky Avenue 


Indianapolis 7, Indiana 


Chains, Control 
CHAIN BELT CO. 
4701 W. Greenfield Ave. 
Milwaukee |, Wisconsin 
DIAMOND CHAIN CO., INC. 
402 Kentucky Avenue 
Indianapolis 7, Indiana 


INC. 


Chains, Dual Engine Drive 
DIAMOND CHAIN CO., INC. 
402 Kentucky Avenue 
Indianapolis 7, Indiana 


Chains, Power Transmission 


CHAIN BELT CO. 

4701 W. Greenfield Ave. 

Milwaukee |, Wisconsin 

DIAMOND CHAIN COMPANY, INC. 
402 Kentucky Avenue 

Indianapolis 7, Indiana 


Chains, Roller 
CHAIN BELT CO. 
4701 W. Greenfield Ave. 
Milwaukee |, Wisconsin 
DIAMOND CHAIN COMPANY, INC. 
402 Kentucky Avenue 
Indianapolis 7, Indiana 


Chains, Timing 
CHAIN BELT CO. 
4701 W. Greenfield Ave. 
Milwaukee |, Wisconsin 
DIAMOND CHAIN COMPANY, INC. 
402 Kentucky Avenue 
Indianapolis 7, Indiana 


Chromium Plating 
See also “’Plating, Chromium”, “‘Crankshofts, 
Chromium Plated”. 
CHROMIUM CORP. OF AMERICA 
8701 Union Ave. 
Cleveland 5, Ohio 
METAL FINISHERS, 
1725 E. 27th St. 
Cleveland 14, Ohio 
METAL FINISHERS, 
3125 Brinkerhoff Rd. 
Kansas City 15, Kansas 
SPAR-TAN ENGINEERING CO. 
496 Bauchet St. 
Los Angeles 12, Calif. 
VAN DER HORST CORP. OF AMERICA 
Davis Ave. 
Olean, N. Y. 


INC. 


INC. 


Chromium Plating, 
Crankshafts 
VAN DER HORST CORP. OF AMERICA 
Davis Ave. 
Olean, N. Y. 


Chromium Treated Parts 


SPAR-TAN ENGINEERING CO. 
496 Bauchet St. 
Los Angeles 12, Calif. 


Cleaners, Air, Oil Bath Type 


See also headings under “Filters” 


VORTOX COMPANY 
121 S. Indian Hill Blvd. 
Claremont, Calif. 


Cleaning Compounds 
See also headings under ‘Solvents’, ‘De- 
tergents” 

BRULIN & COMPANY, INC. 
2939-45 Columbia Ave. 
Indianapolis 7, Ind. 
CLAYTON MFG. COMPANY 
423 N. Temple City Boulevard 
El Monte, California 
LIX CORP. OF MISSOURI 
300 W. 80th St. 
Kansas City 14, Missouri 
PRACTICAL MFG. CO. 
2840 4th Ave. S. 
Minneapolis 8, Minn. 
TURCO PRODUCTS, INC. 
24600 South Main St. 
Wilmington, Calif. 
U. S. AVIEX CO. 
423 North 9th 
Niles, Mich. 


Clutch Discs 


ROCKFORD CLUTCH DIVISION 
BORG-WARNER CORP. 

130! 18th Avenue 

Rockford, Illinois 


Clutches 


THE HILLIARD CORP. 

120 W. 4th St. 

Elmira, N. Y. 

INDUSTRIAL CLUTCH CORP. 
515 Frederick Street 

Waukesha, Wisconsin 
ROCKFORD CLUTCH DIVISION 
BORG-WARNER CORP. 

1301 18tk Ave. 

Rockford, Illinois 

TWIN DISC CLUTCH COMPANY 
1328 Racine St. 

Racine, Wisc. 


Clutches, Air-Actuated 


INDUSTRIAL CLUTCH CORP. 
515 Frederick Street 
Waukesha, Wisconsin 





TWIN DISC CLUTCH COMPANY 
1328 Racine St. 
Racine, Wisc. 


Clutches, Automotive 


ROCKFORD CLUTCH DIV. 
BORG WARNER CORP. 
1301 18th Ave. 

Rockford, Ill. 


Clutches, Friction and Jaw 


THE HILLIARD CORP. 

120 W. 4th St. 

Elmira, N. Y. 

ROCKFORD CLUTCH DIVISION 
BORG-WARNER CORP. 

1301 [8th Avenue 

Rockford, Illinois 

TWIN DISC CLUTCH CO. 

1328 Racine St. 

Racine, Wis. 


Clutches, Hydraulic 
FEDERAL SEAL & GEAR CORP. 
522 N. Krueger 
Kendaliville, Indiana 
TWIN DISC CLUTCH CO. 
1328 Racine St. 

Racine, Wisc. 


Clutches, Power Transmission 
THE HILLIARD CORP. 
120 W. 4th St. 
Elmira, N. Y. 
INDUSTRIAL CLUTCH CORP. 
515 Frederick Street 
Waukesha, Wisconsin 
ROCKFORD CLUTCH DIVISION 
BORG-WARNER CORP. 
1301 18th Avenue 
Rockford, Illinois 
TWIN DISC CLUTCH CO. 
1328 Racine St. 
Racine, Wisc. 


Clutches, Tachometer 
BARBOUR-STOCKWELL INSTRUMENTS 
80 Cambridge St. 

Worcester 3, Mass. 


Collector, Pre-cleaner 
VORTOX COMPANY 
121 S. Indian Hill Blvd. 
Claremont, Calif. 


Compression Testers, Diesel 
Engine 
See also headings under “Indicators” 
BACHARACH INDUSTRIAL 
INSTRUMENT CO. 
200 N. Braddock Ave. 
Pittsburgh 8, Pa. 
KIENE DIESEL ACCESSORIES, INC. 
10352 Pacific Ave. 
Franklin Park, Illinois 


Compressors, Air 


See also “Air Compressors” 


THE COOPER-BESSEMER CORP. 
Mt. Vernon, Ohio 

CUMMINS ENGINE CO. 
Columbus, Indiana 

HOERBIGER CORP. OF AMERICA 
160 Van Brunt Street 

Brooklyn 31, N. Y. 

WAYNE PUMP CO. 

Griffin St. 

Ft. Wayne, Ind. 

WILLOUGHBY WORKS 
THOMPSON RAMO WOOLDRIDGE 
4583 Biedler Road 

Willoughby, Ohio 


Compressors, Reciprocating, Air 
and Gas, All Drives 
CHICAGO PNEUMATIC TOOL CO. 

6 East 44th St. 

New York 17, N. Y. 

THE COOPER-BESSEMER CORP. 
Mt. Vernon, Ohio 

HOERBIGER CORP. OF AMERICA 
160 Van Brunt Street 

Brooklyn 31, N. Y. 

WHITE DIESEL ENGINE DIVISION 
THE WHITE MOTOR COMPANY 
140! Sheridan Ave. 

Springfield, Ohio 


Condensers 


THE ROME-TURNEY RADIATOR CO. 
Rome, New York 


Condensers, Atmospheric 
Evaporative Steam & Vapor 
THE ROME-TURNEY RADIATOR CO. 
Rome, New York 
YOUNG RADIATOR CO. 
709 So. Marquette St. 
Racine, Wisc. 


Condensers, Exhaust, Cooling 
Water Make-Up 
POWER PLUS CORP. 
4462 E. Washington Blvd. 
Los Angeles 39, Calif. 


Condensers, Steam 
INGERSOLL-RAND CO. 


11 Broadway 
New York 4, N. Y. 


Conditioners, Fuel & Lube Oil 


also “Additive” 


Headings, 
Fuel Oil Tar 


and Carbon 


“Diesel 

Dispersing 
Agents,” ‘Fuel Oil Additives,” ‘Fuel Oil 
Tar and Carbon Dispersing Agents,” 
“Diesel Fuel Conditioners,” ‘‘Diesel 
Crankcase Conditioners.” 

SILOO, INC. 

9 East 45th St. 

New York 17, N. Y 


Conduit, Flexible & Liquid Tight 


ANACONDA METAL HOSE DIV. 
THE AMERICAN BRASS CO. 
698 South Main St. 

Waterbury 20, Conn. 


Connecting Rod Borers 


TOBIN-ARP MFG. COMPANY 
6400 Penn Ave., So. 
Minneapolis, Minnesota 


Connecting Rod Pin Bushing Borer 
See above and “Piston Pin Bushing Borer” 
TOBIN-ARP MFG. CO. 
6400 Penn Ave. South 
Minneapolis, Minnesota 


Connecting Rods, Forged 
See also “Forgings” 
ELLWOOD CITY FORGE CO. 
10th St. 
Ellwood City, Penna. 


Connecting Rods Rebuilt 
BRODIE SYSTEM, INC. 
115 Clifton Place 
Brooklyn 38, New York 
CLEVELAND HONE & MFG. CO. 
8816 Harkness Road 
Cleveland 6, Ohio 
SUNNEN PRODUCTS CO. 
7910 Manchester Ave. 
St. Louis 17, Mo. 


Control Panels 


CONSOLIDATED DIESEL ELECTRIC CORP. 
POWER EQUIPMENT DIV. 

880 Canal St. 

Stamford, Conn. 

EUCLID EQUIPMENT, INC. 

517 Atlantic Ave. 

Freeport, New York 
ROBERTSHAW-FULTON CONTROLS CO. 
FULTON SYLPHON DIV. 

P. O. Box 400 


Knoxville 1, Tenn. 


Control Systems 


CONSOLIDATED DIESEL ELECTRIC CORP. 
POWER EQUIPMENT DIV. 

880 Canal St. 

Stamford, Conn. 

THE GARRETT CORP. 

AIRESEARCH INDUSTRIAL DIV. 

9225 So. Aviation Blvd. 

Los Angeles 45, Calif. 

ILLINOIS TESTING LABORATORIES, INC. 
420 N. LaSalle Street 

Chicago 10, Ill. 

ROBERTSHAW-FULTON CONTROLS CO. 
FULTON SYLPHON DIV. 

P. O. Box 400 

Knoxville I, Tenn. 

WAUKESHA MOTOR COMPANY 

West St. Paul Avenue 

Waukesha, Wisconsin 


Controls, Automatic Starting 
CONSOLIDATED DIESEL ELECTRIC CORP. 
POWER EQUIPMENT DIV. 

880 Canal St. 

Stamford, Conn. 

EUCLID EQUIPMENT, INC. 

517 Atlantic Ave. 

Freeport, New York 
ROBERTSHAW-FULTON CONTROLS CO. 
FULTON SYLPHON DIV. 

P. O. Box 400 

Knoxville |, Tenn. 

SYNCHRO-START PRODUCTS, INC. 
8151 N. Ridgeway Ave. 

Skokie, Illinois 


Controls, Engine Safety 
See also “Alarm Systems, Pressure & Tem- 
perature”, “Safety Controls, Engine” 
AMOT CONTROLS CORP. 
Ist. St. & Nevin Ave. 
Richmond, Calif. 
CONSOLIDATED DIESEL ELECTRIC CORP. 
POWER EQUIPMENT DIV. 
880 Canal St. 
Stamford, Conn. 
DETROIT CONTROLS 
DIV. OF AMERICAN-STANDARD 
5900 Trumbull Ave. 
Detroit 8, Mich. 
ILLINOIS TESTING LABORATORIES, INC. 
420 N. LaSalle Street 
Chicago 10, Ill. 
MINNEAPOLIS-HONEYWELL 
REGULATOR CO. 
INDUSTRIAL DiV. 
Wayne & Windrim Aves. 
Philadelphia 44, Pa. 
PENN CONTROLS, INC. 
Goshen, Indiana 
ROBERTSHAW-FULTON CONTROLS CO. 
FULTON-SYLPHON DIVISION 
P. O. Box 400 
Knoxville 1, Tennessee 
SYNCHRO-START PRODUCTS, INC. 
8151 N. Ridgeway Ave. 
Skokie, Illinois 


Controls, Hydraulic 


HOUDAILLE INDUSTRIES, INC. 
500 E. Delavan Ave. 
Buffalo 11, N. Y. 
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Controls, Pneumatic 


ROBERTSHAW-FULTON CONTROLS CO. 


FULTON SYLPHON DIV. 
P. ©. Box 400 


Knoxville 1, Tenn. 


Controls, Pressure 


AMOT CONTROLS CORP. 

Ist St. & Nevin Ave. 

Richmond, Calif. 

DETROIT CONTROLS 

DIV. OF AMERICAN-STANDARD 
5900 Trumbull Ave. 

Detroit 8, Mich. 
MINNEAPOLIS-HONEYWELL 
REGULATOR CO., INDUSTRIAL DIV. 
Wayne & Windrim Aves. 
Philadelphia 44, Pa. 


PENN CONTROLS, INC. 


Goshen, Indiana 


ROBERTSHAW-FULTON CONTROLS CO. 


FULTON SYLPHON DIV. 
P. O. Box 400 


Knoxville 1, Tenn. 


Controls, Remcte 


ROBERTSHAW-rULTON CONTROLS CO. 


FULTON SYLPHON DIV. 
P. O. Box 400 


Knoxville 1, Tenn. 


Controls, Temperature 
AMOT CONTROLS CORP. 
Ist St. & Nevin Ave. 
Richmond, Calif. 
DETROIT CONTROLS 
DIV. OF AMERICAN-STANDARD 
5900 Trumbull Ave. 
Detroit 8, Mich. 


ILLINOIS TESTING LABORATORIES, INC. 


420 North LaSalle Street 

Chicago 10, Illinois 
MINNEAPOLIS-HONEYWELL 
REGULATOR CO., INDUSTRIAL DIV. 
Wayne and Windrim Aves. 
Philadelphia 44, Pa. 

PENN CONTROLS, INC. 

Goshen, Indiana 
ROBERTSHAW-FULTON CONTROLS CO. 
FULTON SYLPHON DIV. 

P. O. Box 400 


Knoxville 1, Tenn. 


Controls, Vacuum 


ROBERTSHAW-FULTON CONTRCiS CO. 


FULTON SYLPHON DIV. 
P. O. Box 400 
Knoxville 1, Tenn. 


Converters, AC-DC; DC-AC 
KATO ENGINEERING CO. 
1443 First Ave. 
Mankato, Minn. 


Converters, Torque 
See also “Torque Converters” 
TWIN DISC CLUTCH CO. 
1328 Racine St. 
Racine, Wisconsin 


Coolant Heaters 
See also headings under “Heaters” 
KIM HOTSTART MFG. CO. 
917 W. Broadway 
Spokane |, Wash. 


Coolers, Compressed Air, Gas 


See also headings under “Aftercoolers,” 


“Supercharger Intercoolers.” 
AEROFIN CORP. 
101 Greenway Ave. 
Syracuse 3, N. Y. 
BROWN-BOVERI CORP. 
19 Rector Street 
New York 6, N. Y. 
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THE ROME-TURNEY RADIATOR CO. 
Rome, New York 

YOUNG RADIATOR CO. 

709 S. Marquette St. 

Racine, Wisc. 


Coolers, Evaporative Type 
See also headings under “Evaporators” 
YOUNG RADIATOR CO. 
707 S. Marquette St. 
Racine, Wisc. 


Coolers, Jacket Water 


See also other “Cooler” headings, head- 

ings, under “Heat Exchangers,” “Ex- 

changers, Heat,’ “‘Radiators, Water 
Cooling” 


AEROFIN CORP. 

101 Greenway Ave. 

Syracuse 3, N. Y. 

HARRISON RADIATOR DIV. 
GENERAL MOTORS CORP. 
Lockport, New York 

THE ROME-TURNEY RADIATOR CO. 
Rome, New York 

YATES AMERICAN MACHINE CO. 
729 4th Street 

Beloit, Wisconsin 

YOUNG RADIATOR CO. 

709 S. Marquette St. 

Racine, Wisc. 


Coolers, Oil, Water 


See also “Water Cooling Equipment,” 
headings under “Heat Exchangers” and 
“Exchangers, Heat” 


HARRISON RADIATOR DIV. 
GENERAL MOTORS CORP. 
Lockport, New York 

THE ROME-TURNEY RADIATOR CO. 
Rome, New York 

THE SIMS COMPANY, INC. 

P. O. Box 1096 

Erie, Penna. 

YATES-AMERICAN MACHINE CO. 
729 Fourth St. 

Beloit, Wisc. 

YOUNG RADIATOR CO. 

709 S. Marquette St. 

Racine, Wisconsin 


Cooling Equipment, Engine 
Radiators 
See also “Radiators, Engine Cooling” 
THE ROME-TURNEY RADIATOR CO. 
Rome, New York 
YATES AMERICAN MACHINE CO. 
729 4th Street 
Beloit, Wisconsin 
YOUNG RADIATOR CO. 
709 S. Marquette St. 
Racine, Wisc. 


Cooling System Filter and 
Conditioners 
PERRY FILTER DIV. 
R. M. HOLLINGSHEAD CORP. 
840 Cooper St. 
Camden 2, New Jersey 


Cooling Tower Fans 


SCHWITZER CORP. 
1125 Massachusetts Ave. 
Indianapolis 7, Indiana 


Cooling Water Treating 
Chemicals 
PERRY FILTER DIVISION 
R. M. HOLLINGSHEAD CORP. 
840 Cooper Street 
Camden 2, New Jersey 


Corrosion Inhibitors 
CUMMINS ENGINE CO. 


Columbus, Indiana 


PERRY FILTER DVISION 

R. M. HOLLINGSHEAD CORP. 
840 Cooper St. 

Camden 2, New Jersey 


Couplings 
SCHWITZER CORP. 
1125 Massachusetts Ave. 
Indianapolis 7, Indiana 


Couplings, Chain 
CHAIN BELT CO. 
4701 W. Greenfield Ave. 
Milwaukee |, Wisconsin 
DIAMOND CHAIN COMPANY, INC. 
402 Kentucky Avenue 
Indianapolis 7, Indiana 


Couplings, Flexible 
CHAIN BELT CO. 
4701 W. Greenfield Ave. 
Milwaukee |, Wisconsin 
DIAMOND CHAIN CO., 
402 Kentucky Ave. 
Indianapolis 7, Indiana 
ELLIOTT COMPANY 
Jeannette, Pa. 
THE HILLIARD CORP. 
120 W. 4th St. 
Elmira, N. Y. 
KOPPERS CO., INC. 
METAL PRODUCTS DIV. 
200 Scott St. 
Baltimore 30, Maryland 
THOMAS FLEXIBLE COUPLING CO. 
Main Avenue & Biddle Street 


Warren, Pennsylvania 


Couplings, Flexible Shaft 
BARBOUR-STOCKWELL INSTRUMENTS 
80 Cambridge St. 

Worchester 3, Mass 
DIAMOND CHAIN CO., INC. 
402 Kentucky Ave. 

Indianapolis 7, Indiana 
KOPPERS CO., INC. 

METAL PRODUCTS DIV. 

200 Scott St. 

Baltimore 30, Md. 


Couplings, Floating Shaft Type 
CHAIN BELT CO. 
4701 W. Greenfield Ave. 
Milwaukee 1, Wisconsin 
KOPPERS CO., INC. 
METAL PRODUCTS DIV. 
200 Scott St. 
Baltimore 30, Md. 


Couplings, Fluid 
See also headings under “Converters 
Torque”. 
TWIN DISC CLUTCH CO. 
1328 Racine St. 


Racine, Wisconsin 


Couplings, Hydraulic 
AEROQUIP CORP. 
300 S. East Ave. 
Jackson, Mich. 


Couplings, Hydraulic, Quick 
Disconnect, Self Sealing 
AEROQUIP CORP. 
300 S. East Ave. 
Jackson, Mich. 


Couplings, Roller Chain 
CHAIN BELT CO. 
470! W. Greenfield Ave. 
Milwaukee |, Wisconsin 





Couplings, Self-Aligning 
KOPPERS CO., INC. 
METAL PRODUCTS DIV. 
200 Scott St. 
Baltimore 30, Maryland 


Couplings, Self-Sealing 
AEROQUIP CORP. 
300 S. East Ave. 
Jackson, Mich. 


Cranking Motors, Air 
See also “Starting Motors, Diesel, Air’ 
SCHWITZER CORP. 
1125 Massachusetts Ave. 
Indianapolis 7, Indiana 


Cranking Motors-Gasoline 


WAUKESHA MOTOR COMPANY 
West St. Paul Avenue 
Waukesha, Wisconsin 


Crankshaft Bearings 
See also headings under “Bearings” 

FEDERAL-MOGUL DIVISION 
FEDERAL-MOGUL-BOWER BEARINGS, 
INC. 
11031 Shoemaker Avenue 
Detroit 13, Michigan 
NATIONAL BEARING DIV. 
AMERICAN BRAKE SHOE CO. 
717 Grant Building 
Pittsburgh 19, Pa. 


Crankshaft Forgings 


See also headings under “Forgings” 


ELWOOD CITY FORGE CO. 
10th St. 

Elwood City, Penna. 
NATIONAL FORGE COMPANY 
Irvine, Warren County 
Penna. 

WYMAN-GORDON CO. 

105 Madison St. 

Worcester |, Mass. 
WYMAN-GORDON 

Ingalls Shepard Div. 

Harvey, Ill. 


Crankshaft Grinders 


SUNNEN PRODUCTS CO. 

7910 Manchester Ave. 

St. Louis 17, Mo. 

VAN NORMAN MACHINE CO. 
DIV. VAN NORMAN INDUSTRIES, 
3640 Main St. 

Springfield, Mass. 


Crankshaft Grinding 


BRODIE SYSTEM, INC. 

115 Clifton Place 

Brooklyn 38, New York 
CLEVELAND HONE & MFG. CO. 
8816 Harkness Road 
Cleveland 6, Ohio 

ELWOOD CITY FORGE CO. 
10th St. 

Elwood City, Penna. 
MORCO, INC. 

22201 Aurora Rd. 

Bedford, Ohio 


Crankshaft, Plating 
NATIONAL FORGE COMPANY 


Irvine, Warren County 

Penna. 

VAN DER HORST CORP. OF AMERICA 
Davis Ave. 

Olean, New York 


Crankshaft Repairs 


BRODIE SYSTEM, INC. 
115 Clifton Place 
Brooklyn 38, New York 


INC. 


CLEVELAND HONE & MFG. CO. 

8816 Harkness Rd. 

Cleveland 6, Ohio 

METALOCK REPAIR SERVICE CO., INC. 
36-15 48th Avenue 

Long Island City I, N. Y. 

MORCO INC. 

22201 Aurora Road 

Bedford, Ohio 

NATIONAL FORGE CO. 

Irvine, Warren County, Pa. 

VAN DER HORST CORP. OF AMERICA 
Davis Ave. 


Olean, New York 
Crankshafts 


See also under heading “Camshafts, Crank- 
shafts” 

CUMMINS ENGINE CO. 

Columbus, Indiana 

ELLWOOD CITY FORGE CO. 

10th St. 

Ellwood City, Pa. 

MORCO, INC. 

22201 Aurora Rd. 

Bedford, Ohio 

NATIONAL FORGE CO. 

Irvine, Warren County, Pa. 

OHIO CRANKSHAFT CO. 

3800 Harvard Ave. 

Cleveland 5, Ohio 

LEO M. SHANAHAN CO. 

4274 So. Hoover St. 

Los Angeles 37, Calif. 


Crankshafts, Chromium Plated 
CHROMIUM CORP. OF AMERICA 
8701 Union Ave. 

Cleveland 5, Ohio 

CLEVELAND HONE & MFG. CO. 

8816 Harkness Road 

Cleveland 6, Ohio 

MORCO, INC. 

22201 Aurora Rd. 

Bedford, Ohio 

VAN DER HORST CORP. OF AMERICA 
Davis Ave. 

Olean New York 


Crawler Tractors 
INTERNATIONAL HARVESTER CO. 
180 N. Michigan Avenue 
Chicago |, Illinois 


Cutting Oils 
NATIONAL REFINING CO. 
P. O. Box 6479 
Cleveland 1, Ohio 
SHELL OIL CO. 
50 West 50th St. 
New York 20, N. Y. 
STANDARD OIL CO. OF CALIF. 
WESTERN OPERATIONS, INC. 
225 Bush St. 
San Francisco 20, Calif. 
TEXACO, INC. 
135 E. 42nd St. 
New York 17, N. Y. 


Cylinder Boring Machines 


VAN NORMAN MACHINE CO. 

DIV. VAN NORMAN INDUSTRIES, INC. 
3640 Main St. 

Springfield, Mass. 


Cylinder Head Grinders 
KENT-MOORE ORG. INC. 
28635 Mound Rd. 

Warren, Mich. 


Cylinder Heads Repaired 


BRODIE SYSTEM, INC. 
115 Clifton Place 
Brooklyn 38, New York 


METALOCK REPAIR SERVICE CO., INC. 
36-15 48th Avenue 

Long Island City |, N. Y. 

RALPH STARK, INC. 

43-12 33rd St. 

Long Island City |, N. Y. 


Cylinder Liners 


FRANK FOUNDRIES CORP. 
2020 Third Avenue 

Moline, Illinois 

HUNT SPILLER MFG. CO. 
383 Dorchester Ave. 

South Boston 27, Mass. 
WHITE MACHINE WORKS 
P. O. Box 24 

Eau Claire, Wisconsin 


Cylinder Liners Reclaimed 
CHROMIUM CORP. OF AMERICA 
8701 Union Ave. 

Cleveland 5, Ohio 

METAL FINISHERS, INC. 

1725 E. 27th St. 

Cleveland 14, Ohio 

METAL FINISHERS, INC. 

3125 Brinkerhoff Rd. 

Kansas City 15, Kansas 

METALOCK REPAIR SERVICE CO., INC. 
36-15 48th Avenue 

Long Island City |, N. Y. 

SPAR-TAN ENGINEERING CO. 

496 Bauchet St. 

Los Angeles 12, Calif. 

VAN DER HORST CORP. OF AMERICA 
Davis Ave. 

Olean, New York 


Cylinder Liners Repaired 
BRODIE SYSTEM, INC. 
115 Clifton Place 
Brooklyn 38, New York 
METALOCK REPAIR SERVICE CO., INC. 
36-15 48th Avenue 
Long Island City |, N. Y. 
VAN DER HORST CORP. OF AMERICA 
Davis Ave. 
Olean, New York 


Cylinder Sleeves 


FRANK FOUNDRIES CORP. 
2020 Third Avenue 

Moline, Illinois 

SEALED POWER CORP. 
200! Sanford St. 

Muskegon, Mich. 

WHITE MACHINE WORKS 
P. O. Box 24 


Eau Claire, Wisconsin 


Damper, Torsional Vibration 

See also “Vibration” 

HOUDAILLE INDUSTRIES, INC. 

500 E. Delavan Ave. 

Buffalo II, N. Y. 

SCHWITZER CORP. 

1125 Massachusetts Ave. 

Indianapolis 7, Indiana 


Dehydrators, Diesel Fuel 


BRIGGS FILTRATION CO. 
River Rd. 

Washington 16, D. C. 
COMMERCIAL FILTERS CORP. 
2 Main Street, Dept. D.P. 
Melrose 76, Mass. 


Dehydrators, Diesel Lubricating 
Oil 
COMMERCIAL FILTERS CORP. 
2 Main Street, Dept. D. P. 
Melrose 76, Mass. 
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Detergents 


See also under headings “Carbon Solvents’, 
“Cl i ds’, and other “‘Sol- 





vent” headings. 
LIX CORP. OF MISSOURI 
300 W. 80th St. 
Kansas City 14, Mo. 
U. S. AVIEX CO. 
423 N. 9th 
Niles, Mich. 


Dew Point Meters 


ILLINOIS TESTING LABORATORIES, INC. 
420 North LaSalle Street 
Chicago 10, Illinois 


Diesel Buses 


AMERICAN M-A-N CORPORATION 
Suite 4830 500-5th Ave. 
New York 36, N. Y. 


Diesel Crankcase Conditioners 


See also “Additives for Diesel Fuel Oil,”’ 
“Diesel Fuel Oil Tar and Ccrbon Dis- 
persing Agent,” ‘Fuel Oil Additives,” 
“Fuel Oil Tar and Carbon Dispersing 
Agents,” ‘Conditioners. Fuel and Lube 
Oil,” “Diesel Fuel Conditioners.” 


SILOO, INC. 
9 East 45th St. 
New York 17, N. Y. 


Diese! Engines, Reconditioned 
See also “Repairs, Diesel’ 

BRODIE SYSTEM, INC. 
115 Clifton Place 
Brooklyn 38, New York 
NATIONAL MARINE SERVICE, 
800 Delmar Street 
Hartford, Ill. 
LEO M. SHANAHAN CO. 
4274 S. Hoover St. 
Los Angeles 37, Calif. 


INC. 


STEWART & STEVENSON SERVICES, INC. 


4516 Harrisburg 
Houston, Texas 


Diesel Farm Tractors 


ALLIS-CHALMERS MFG. CO. 
1135 S. 70 St. 

Milwaukee 14, Wis. 

AMERICAN M-A-N CORPORATION 
Suite 4830 500-5th Ave. 

New York 36, N. Y. 
INTERNATIONAL HARVESTER CO. 
180 N. Michigan Avenue 

Chicago |, Illinois 

R. H. SHEPPARD CO., INC. 

101 Middle St. 


Hanover, Pa. 


Diesel Fuel Conditioners 


See also under “Additives,” “Diesel Fuel 
Oil Tar and Carbon Dispersing Agent,” 
“Fuel Oil Additives,” “Fuel Oil Tar and 
Carbon Dispersing Agents,” “Con- 
ditioners, Fuel and Lube Oil,” “Diesel 
Crankcase Conditioners’. 


NUTMEG CHEMICAL CO. 
130 Haven St. 

New Haven 13, Conn. 
SILOO, INC. 

9 East 45th St. 

New York 17, N. Y. 

SPRAY PRODUCTS CORP. 
P. O. Box 844 

Camden, N. J. 


Diesel Fuel Oil Tar & Carbon 
Dispersing Agent 
See heading above 
E. |. DU PONT DE NEMOURS & CO., INC. 
PETROLEUM CHEMICAL DIV. 
ORGANIC CHEMICAL DEPT. 
Wilmington 98, Del. 
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NUTMEG CHEMICAL CO. 
130 Heven St. 
New Haven 13, Conn. 


Diesel Generating Sets 


See also “Auxiliary Diesel Generating Sets,” 
Headings under “Emergency ... ,” 
c, ee ae 
“Diesel Power .. . 

BALDWIN-LIMA-HAMILTON CORP. 

545 N. 3rd St. 

Hamilton, Ohio 

CONSOLIDATED DIESEL ELECTRIC CORP. 
POWER EQUIPMENT DIVISION 

880 Canal Street 

Stamford, Conn. 


“” 


Diesel Industrial Tractors 
AMERICAN M-A-N CORP. 
Suite 4830 500-5th Ave. 
New York 36, N. Y. 
INTERNATIONAL HARVESTER CO. 
180 N. Michigan Avenue 
Chicago |, Illinois 


Diesel Locomotives, Electrical 
and Mechanical Drive 


AMERICAN M-A-N CORP. 

Suite 4830 500-5th Ave. 

New York 36, N. Y. 

HAWKER SIDDELEY BRUSH INC. 
34-14 58th Street 

Woodside 77, New York 


Diesel Motor Trucks 
INTERNATIONAL HARVESTER CO. 
180 N. Michigan Avenue 
Chicago |, Illinois 


Diesel Nozzle Testers 
See also “Nozzle Testers” and 
Nozzle,” “Injector Test Stands” 
BACHARACH INDUSTRIAL 
INSTRUMENT CO. 
200 N. Braddock Ave. 
Pittsburgh 8, Pa. 


“Testers 


Diesel Power Units 


See also “Auxiliary Diesel Generating 
Sets; headings under “Emergency... ,” 
“Power... ," “Generator .. .” 


BALDWIN-LIMA-HAMILTON CORP. 

545 N. 3rd St. 

Hamilton, Ohio 

CONSOLIDATED DIESEL ELECTRIC CORP. 
POWER EQUIPMENT DIVISION 

880 Canal Street 

Stamford, Conn. 


INTERNATIONAL HARVESTER CO. 
180 N. Michigan Avenue 
Chicago |, Illinois 


Diesel Railway Generating Sets 
CONSOLIDATED DIESEL ELECTRIC CORP. 
POWER EQUIPMENT DIVISION 
880 Canal Street 
Stamford, Conn. 

R. H. SHEPPARD CO., INC. 
101 Middle St. 


Hanover, Penna. 


WAUKESHA MOTOR CO. 

West St. Paul Ave. 

Waukesha, Wisc. 

WITTE ENGINE WORKS, 

OIL WELL SUPPLY 

DIV. OF UNITED STATES STEEL CORP. 
1600 Oakland Ave. 

Kansas Cty 26, Mo. 


Diesel Schools 


STEWART & STEVENSON SERVICES, INC. 
4516 Harrisburg 
Houston, Texas 


Diesel Starting Fluid 
See also “Fluid, Diesel Starting” 
headings under “Starting,” “Sprays” 
SILOO, INC. 
9 East 45th St. 
New York 17, N. Y. 
SPRAY PRODUCTS CORPORATION 
P. O. Box 844 
Camden, New Jersey 


and 


Diesel Testing Equipment 


See also “Indicator” headings, 
headings, “‘Nozzle Testers”, 
Test Stand”. 


BACHARACH INDUSTRIAL 
INSTRUMENT CO. 

200 N. Braddock Ave. 

Pittsburgh 8, Penna. 

ILLINOIS TESTING LABORATORIES, INC. 

420 N. LaSalle Street 

Chicago 10, Ill. 

KENT-MOORE ORGANIZATION, INC. 

28635 Mound Rd. 

Warren, Mich. 

KIENE DIESEL ACCESSORIES, INC. 

10352 Pacific Avenue 

Franklin Park. Illinois 


“Tester” 
“Injection 


Diesel Truck-Tractors 


AMERICAN M-A-N CORP. 

Suite 4830 500-5ih Ave. 

New York 36, N. Y. 
INTERNATIONAL HARVESTER CO 
180 N. Michigan Avenue 

Chicago |, Illinois 

LEO M. SHANAHAN CO. 

4274 S. Hoover St. 

Los Angeles 37, Calif. 


Drills, Portable Electric 
CHICAGO PNEUMATIC TOOL CO. 
6 East 44th St. 

New York 17, N. Y. 


Drives, Chain 

See also headings under “Chain” 
CHAIN BELT CO. 
4701 W. Greenfield Ave. 
Milwaukee |, Wisconsin 
DIAMOND CHAIN CO. 
402 Kentucky Ave. 
Indianapolis 7, Indiana 


INC. 


Drives, Gear 
See also headings under “Gears” and 
“Marine”. 
BRAD FOOTE GEAR WORKS, INC. 
1315 South Cicero Ave. 
Cicero 50, Illinois 
DE LAVAL STEAM TURBINE CO. 
Notingham Way 
Trenton 2, N. J. 


Dynamometers, Chassis 


CLAYTON MFG. CO. 

423 N. Temple City Blvd. 

El Monte, Calif. 

MAXWELL DYNAMOMETER CO. 
610 E. Barnard St. 

West Chester, Penna. 


Dynamometers, Engine 

See also “Water Brakes.” 
CLAYTON MFG. CO. 
423 N. Temple City Blvd. 
El Monte, Calif. 
EATON MFG. CO. 
739 East 140th St. 
Cleveland 10, Ohio 
INDUSTRIAL ENGINEERING CO. 
Island Rd. & Suffolk St. 
Philadelphia 42, Penna. 
MAXWELL DYNAMOMETER CO. 
610 E. Barnard St. 
West Chester, Penna. 





Dynamometers and Prony Brakes 


MAXWELL DYNAMOMETER CO. 
610 E. Barnard St. 
West Chester, Penna. 


Electrical Connectors 


SCINTILLA DIVISION 
THE BENDIX CORP. 
Sidney, New York 


Electrical Test Equipment 
See also ‘‘T sting Instruments, Electrical.” 
WEIDENHOFF CORP. 


Algona, lowa 


Emergency Diesel Generator 
Systems 


See also “Diesel Generating Sets,” “Aux- 
iliary Diesel Generating Sets; headi 


Enclosed Gear Drives 


BRAD FOOTE GEAR WORKS, INC. 
1315 South Cicero Ave. 
Cicero 50, Illinois 


Engine Bolts, Nuts and Studs 


See also headings under “Bolts,” “Nuts” 


ERIE BOLT & NUT CO. 

1325 Libe-ty Street 

Erie, Penn. 

FUEL INJECTION DIVISION 
HARTFORD MACHINE SCREW CO. 
DIV. of STANDARD SCREW CO. 
Hartford 2, Conn. 


Engine Cooling System Cleaners 


FRAM CORPORATION 
Providence 16, R. |. 





under “Power... ,” “Generator. . 
“Diesel Power .. .” 
CONSOLIDATED DIESEL ELECTRIC CORP. 
POWER EQUIPMENT DIVISION 
880 Canal Street 
Stamford, Conn. 


DAIMLER-BENZ of NORTH AMERICA 
INC. INDUSTRIAL DIVISION 

126-56 Northern Blvd. 

Flushing, New York 


NORDBERG MFG. CO. 
3073 S. Chase Ave. 
Milwaukee |, Wisc. 


D. W. ONAN & SONS INC. 
2515 University Ave. SE 
Minneapolis 14, Minn. 


R. H. SHEPPARD CO. INC. 
101 Middle St. 


Hanover, Penna. 


STEWART & STEVENSON SERVICES, 
INC. 

4516 Harrisburg 

Houston, Texas 


WAUKESHA MOTOR CO. 
West St. Paul Ave. 
Waukesha Wisc. 


WHITE DIESEL ENGINE DIVISION 
THE WHITE MOTOR COMPANY 
1401 Sheridan Avenue 

Springfield, Ohio 


WITTE ENGINE WORKS, 

OIL WELL SUPPLY 

DIV. OF UNITED STATES STEEL CORP. 
1600 Oakland Avenue 

Kansas City 26, Missouri 


Emergency Lighting Systems 
CONSOLIDATED DIESEL ELECTRIC CORP. 
POWER EQUIPMENT DIVISION 
880 Canal Street 
Stamford, Conn. 


NICAD DIVISION, GOULD NATIONAL 
BATTERIES, INC. 

172 Pleasant St. 

Easthampton 6, Mass. 


STEWART & STEVENSON SERVICES, 
INC. 

4516 Harrisburg 

Houston, Texas 


WITTE ENGINE WORKS, 

OIL WELL SUPPLY 

DIV. OF UNITED STATES STEEL CORP. 
1600 Oakland Avenue 

Kansas City 26, Missouri 


Emergency Lighting Plants 
See also heading above. 
CONSOLIDATED DIESEL ELECTRIC CORP. 
POWER EQUIPMENT DIVISION 
880 Canal Street 
Stamford, Conn. 


For data on 
PRODUCTS 
o] 

DIESEL ENGINE 
MANUFACTURERS 
see engine listings 
at start oj 


BUYERS 
GUIDE 


for full specifications 


of all manufacturers of 


e DIESEL 

e DUAL-FUEL 

e NATURAL GAS 
ENGINES 


1960 ENGINE SPECIFICATIONS 
only $1.00 











Engines, Diesel, Used 


See also under “Diesel Engines, 
Reconditioned” 


LEO M. SHANAHAN CO. 
4274 So. Hoover St. 
Los Angeles 37, Calif. 


Evaporators 


ALCO PRODUCTS, INC. 
Dept. 911, Box 1065 
Schenectady |, N. Y. 


Exchangers, Heat 


See also headings under ‘Heat Exchangers” 


and “Coolers” 
ALCO PRODUCTS, INC. 
Dept. 911, Box 1065 
Schenectady |, N. Y 
AMERICAN M-A-N CORP. 
Suite 4830 500-5th Ave. 
New York 36, N. Y. 
ROME-TURNEY RADIATOR CO. 
Rome, New York 
YATES-AMERICAN MACHINE CO. 
729 Fourth Street 
Beloit, Wisconsin 
YOUNG RADIATOR COMPANY 
709 S. Marquette St. 
Racine, Wisconsin 


Expansion Joints 
See also headings under “Flexible ... .” 
ANACONDA METAL HOSE DIV. 
THE AMERICAN BRASS CO. 
698 South Main St. 
Waterbury 20, Conn. 


Expansion Joints, Corrugated, 
Stainless Steel 


ANACONDA METAL HOSE DIV. 
THE AMERICAN BRASS CO. 

698 South Main St. 

Waterbury 20, Conn. 
FLEXONICS CORP. 

1363 S. 3rd Ave. 

Maywood, Ill. 


Fan & Shroud Assemblies, 
High Efficiency 
SCHWITZER CORP. 
1125 Massachusetts Ave. 
Indianapolis 7, Indiana 


Fan Drives 
DE LAVAL STEAM TURBINE CO. 
Notingham Way 
Trenton 2, N. J. 
SCHWITZER CORP. 
1125 Massachusetts Ave. 
Indianapolis 7, Indiana 


Fans, Axial Flow 


KOPPERS CO., INC. 
METAL PRODUCTS DIV. 
200 Scott Street 

Baltimore 30, Md. 
SCHWITZER CORP. 

1125 Massachusetts Avenue 
Indianapolis 7, Indiana 


Fans, Radiator Cooling 
SCHWITZER CORP. 
1125 Massachusetts Ave. 
Indianapolis 7, Indiana 


Filter Elements 
See also under “‘Filters” 

J. A. BALDWIN MFG. CO. 
Kearney, Nebraska 
THE BRIGGS FILTRATION CO 
River Road 
Washington 16, D. C. 
CUMMINS ENGINE CO. 
Columbus, Indiana 
THE CUNO ENG. CORP. 
80 South Vine St. 
Meriden, Conn. 
DONALDSON CO., INC. 
666 Pelham Blvd. 
St. Paul 14, Minn. 
ENGINE LIFE PRODUCTS CORP. 
115 South Granada Ave. 
El Monte, Calif. 
FRAM CORPORATION 
Providence 16, R. |. 
FUEL INJECTION DIVISION 
HARTFORD MACHINE SCREW CO. 
DIV. of STANDARD SCREW CO. 
Hartford 2, Conn 
THE HILLIARD CORP. 
120 W. 4th St. 
Elmira, N. Y. 
LUBER FINER INC. 
2514 South Grand Avenue 
Los Angeles 7, Calif. 
UNITED SPECIALTIES DIV. 
NOVO INDUSTRIAL CORP. 
9705 Cottage Grove Ave. 
Chicago 28, Ill. 
WIX CORPORATION 
E. Ozark Ave. 
Gastonia, N. C. 
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Filters, Air 
COMMERCIAL FILTERS CORP. 
2 Main Street Dept. D. P. 
Melrose 76, Mass. 

THE CUNO ENG. CORP. 
80 South Vine St. 

Meriden, Conn. 
DONALDSON COMPANY INC. 
666 Pelham Blvd. 

St. Paul 14, Minn. 

FARR CO. 

P. O. Box 90187 

Airport Station 

Los Angeles 45, Calif. 
FRAM CORPORATION 
Providence 16, R. |. 
UNITED SPECIALTIES DIV. 
NOVO INDUSTRIAL CORP. 
9705 Cottage Grove Ave. 
Chicago 28, Ill. 

VORTOX CO. 

121 S. Indian Hill Blvd. 
Claremont, Calif. 


Filters, Air, Automatic Self- 
Cleaning 

FARR CO. 

P. O. Box 90187 

Airport Station 

Los Angeles 45, Calif. 

UNITED SPECIALTIES DIV. 

NOVO INDUSTRIAL CORP. 

9705 Cottage Grove Ave. 

Chicago 28, Ill. 

Filters, Air, Dry Type 

J. A. BALDWIN MFG. CO. 

Kearney, Nebraska 

DONALDSON COMPANY, INC. 

666 Pelham Blvd. 

St. Paul 14, Minn. 

FARR CO. 

P. O. Box 90187 

Airport Station 

Los Angeles 45, Calif. 

FRAM CORPORATION 

Providence 16, R. I. 

PUROLATOR PRODUCTS, INC. 

970 New Brunswick Ave. 

Rahway, N. J. 

UNITED SPECIALTIES DIV. 

NOVO INDUSTRIAL CORP. 

9705 Cottage Grove Ave. 

Chicago 28, Ill. 

WIX CORPORATION 

E. Ozark Ave. 

Gastonia, N. C. 


Filters, Air, Oil Bath Type 
DONALDSON COMPANY, INC. 
666 Pelham Blvd. 

St. Paul 14, Minnesota 
PUROLATOR PRODUCTS, INC. 
970 New Brunswick Ave. 

Rahway, New Jersey 

UNITED SPECIALTIES DIV. 
NOVO INDUSTRIAL CORP. 
9705 Cottage Grove Ave. 
Chicago 28, Ill. 

VORTOX COMPANY 

121 S. Indian Hill Blvd. 
Claremont, California 


Filters, Air, Panel Type 
VORTOX COMPANY 
121 S. Indian Hill Blvd. 
Claremont, California 


Filters, Air, Warning Signal 
See also “Air Cleaner Maintenance” 

BACHARACH INDUSTRIAL 

INSTRUMENT CO. 

200 N. Braddock Ave. 

Pittsburgh 8, Pa. 
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Filters, Compressed Air and Gas 
BRIGGS FILTRATION CO. 
River Road 
Washington 16, D. C. 
FRAM CORPORATION 
Providence 16, R. |. 


Filters, Cooling System 


PERRY FILTER DIV. 

R. M. HOLLINGSHEAD CORP. 
840 Cooper St. 

Camden 2, New Jersey 


Filters, Fuel Oil 


A & D DIESEL SERVICE, INC. 

143-45 2\st Street 

Brooklyn 32, N. Y. 

AMERICAN BOSCH SALES DIV. 
AMERICAN BOSCH ARMA CORP. 
Sprinafield 7. Mass. 

J. A. BALDWIN MFG. CO. 

Kearney, Nebraska 

BRIGGS FILTRATION COMPANY 
River Rd. 

Washington 16, D. C. 

C. A. V. FUEL INJECTION EQUIP. DIV. 
LUCAS ELECTRICAL SERVICES, INC. 
14820 Detroit Avenue 

Cleveland 7, Ohio 

COMMERCIAL FILTERS CORP. 

2 Main Street, Dept. DP 

Melrose 76, Massachusetts 


CUMMINS ENGINE CO. 
Columbus, Indiana 

CUNO ENGINEERING CORP. 
80 S. Vine St. 

Meriden, Conn. 

ENGINE LIFE PRODUCTS CORP. 
115 South Granada Ave. 

El Monte, Calif. 

FRAM CORPORATION 
Providence 16, R. |. 


FUEL INJECTION DIVISION 
HARTFORD MACHINE SCREW CO. 
DIV. of STANDARD SCREW CO. 
Hartford 2, Conn. 

THE HILLIARD CORP. 

120 West 4th Street 

Elmira, N. Y. 

HOFFMAN-ALLEN CORP. 

522 N. Fremont 

Springfield, Mo. 

LUBER-FINER, INC. 

2514 South Grand Ave. 

Los Angeles 7, California 


WM. W. NUGENT & CO., (INC.) 
3440 Cleveland St. 

P. O. Box 314 

Skokie, Illinois 

PUROLATOR PRODUCTS, INC. 
970 New Brunswick Ave. 

Rahway, N. J 


WINSLOW ENGINEERING & MFG. CO. 


4069-73 Hollis St. 

P. O. Box 8246 
Oakland 8, Calif. 
WIX CORPORATION 
E. Ozark Ave. 
Gastonia, N. C. 


Filters, Gasoline 
COMMERCIAL FILTERS CORP. 
2 Main St., Dept. DP 
Melrose 76, Mass. 

CUNO ENGINEERING CORP. 
80 S. Vine St. 

Meriden, Connecticut 

FRAM CORPORATION 
Providence 16, R. I. 

THE HILLIARD CORP. 

120 W. 4th St. 

Elmira, N. Y. 


LUBER-FINER, INC. 

2514 S. Grand Avenue 

Los Angeles 7, Calif. 

WM. W. NUGENT & CO. (INC.) 
3440 Cleveland St. 

P. O. Box 314 

Skokie, Ill. 

PUROLATOR PRODUCTS, INC. 
970 New Brunswick Ave. 
Rahway, New Jersey 

WIX CORPORATION 

E. Ozark Ave. 

Gastonia, N. C. 


Filters, Lubricating Oil 


A & D DIESEL SERVICE, INC. 
143-45 2\st St. 

Brooklyn 32, N. Y. 

J. A. BALDWIN MFG. CO. 
Kearney, Nebraska 

BRIGGS FILTRATION COMPANY 
River Rd. 

Washington 16, D. C. 
COMMERCIAL FILTERS CORP. 
2 Main St., Dept. DP 

Melrose 76, Mass. 

CUNO ENGINEERING CORP. 
80 S. Vine St. 

Meriden, Conn. 

ENGINE LIFE PRODUCTS CORP. 
115 South Granada Ave. 

El Monte, Calif. 

FRAM CORPORATION 
Providence 16, R. I. 

THE HILLIARD CORP. 

120 West 4th Street 

Elmira, N. Y. 
HOFFMAN-ALLEN CORP. 

522 N. Fremont 

Springfield, Mo. 

LUBER-FINER, INC. 

2514 South Grand Ave. 

Los Angeles 7, California 

WM. W. NUGENT & CO. (INC.) 
3440 Cleveland St. 

P. O. Box 314 

Skokie, Ill. 

PUROLATOR PRODUCTS, INC. 
970 New Brunswick Ave. 
Rahway, N. J. 

WINSLOW ENGINEERING & MFG. CO. 
4069-73 Hollis Street 

P. O. Box 8246 

Oakland 8, Calif. 

WIX CORPORATION 

E. Ozark Ave. 

Gastonia, N. C. 


Filters, Silencer, Dry Type 


FRAM CORPORATION 
Providence 16, R. I. 


Fire Extinguishers, Liquid 
Aerosol 
SPRAY PRODUCTS CORP. 


P. O. Box 844 
Camden, N. J. 


Fittings, Hose, Detachable 


AEROQUIP CORP. 
300 S. East Ave. 
Jackson, Mich. 


Flame Arrester 


VORTOX COMPANY 
121 S. Indian Hill Blvd. 
Claremont, Calif. 





Flexible Connections, Stainless 
Steel 
See also 
“Tubing 
ANACONDA METAL HOSE DIV. 
THE AMERICAN BRASS CO. 
698 South Main St. 
Waterbury 20, Conn. 


,, headings under “Hose” and 


Flexible Drives 
See also under “Coupling” headings 
BARBOUR-STOCKWELL INSTRUMENTS 
80 Cambridge St. 
Worcester 3, Mass. 


Flexible Exhaust Connections 
on also headings under “Hose” and “’Tub- 
ing 


ANACONDA METAL HOSE DIV. 
THE AMERICAN BRASS CO. 
698 South Main St. 

Waterbury 20, Conn. 

ATLANTIC METAL HOSE CO. 
308 Dyckman St. 

New York 34, N. Y. 


Flexible Metal Hose 

See headings above 
ANACONDA METAL HOSE DIV. 
THE AMERICAN BRASS CO. 
698 South Main St. 
Waterbury 20, Conn. 
ATLANTIC METAL HOSE CO. 
308 Dyckman St. 
New York 34, N. Y. 
FLEXONICS CORPORATION 
1363 S. 3rd Ave. 
Maywood, Ill. 
THE KORFUND CO., INC. 
Cantiaque Rd., Dept. 20D 
Westbury, New York 


Fluid Diesel Starting 
See also “Diesel Starting Fluid,” “Starting 
Aids” 

TURNER CORP. 

Sycamore, Ill.- 

U. S. AVIEX CO. 

423 N. 9th 

Niles, Mich. 


Forgings, Aluminum 
WYMAN-GORDON COMPANY 
105 Madison Street 
Worcester |, Mass. 
WYMAN-GORDON CO. 
INGALLS SHEPARD DIV. 
Harvey, Ill. 


Forgings, Drop 
See also “Connecting Rods, Forged”, 

“Crankshafts, Forged’’; 

WYMAN-GORDON COMPANY 

105 Madison Street 

Worcester |, Mass. 

WYMAN-GORDON CO. 

INGALLS SHEPARD DIV. 

Harvey, Ill. 


Forgings, lron & Steel 
See heading above 
ELLWOOD CITY FORGE COMPANY 
10th Street 
Ellwood City, Pa. 


NATIONAL FORGE COMPANY 
Irvine, Warren County 

Penna. 

WYMAN-GORDON COMPANY 
105 Madison Street 

Worcester |, Mass. 
WYMAN-GORDON CO. 
INGALLS SHEPARD DIV. 
Harvey, Ill. 


Fuel Filter & Water Separators 


FRAM CORPORATION 
Providence 16, R. I. 


Fuel Injection Systems, Repair & 
Service 
See also “Injection System, Service,” “Unit 
Injectors, Exchange” 
A & D DIESEL SERVICE, INC. 
143-45 2\st St. 
Brooklyn 32, New York 
INTERSTATE DIESEL SERVICE, INC. 
2093 East 19 St. 
Cleveland 15, Ohio 


Fuel Oil Additives 


See also “Additive” Headings, ‘Diesel 
Fuel Oil Tar and Carbon Dispersing 
Agents,” “Fuel Oil Tar and Carbon Dis- 
persing Agents,” “Conditioners, Fuel and 
Lube Oil,” “Diesel Fuel Conditioners,” 
‘Diesel Crankcase Conditioners.” 


E. |. DU PONT DE NEMOURS & CO., INC. 
ORGANIC CHEMICALS DEPT. 
PETROLEUM CHEMICALS DIV. 
Wilmington 98, Delaware 
LUBAID COMPANY 

3270 S. 3rd St. 

Milwaukee 7, Wis. 

NUTMEG CHEMICAL CO. 

130 Haven St. 

New Haven 13, Conn. 

SILOO, INC. 

9 East 45th St. 

New York 17, N. Y. 

U. S. AVIEX CO. 

423 N. 9th 

Niles, Mich. 

WINSLOW ENGINEERING & MFG. CO. 
4069-73 Hollis St. 

P. O. Box 8246 

Oakland 8, Calif. 

WYNN OIL COMPANY 

1151 West 5th St. 

Azusa, Calif. 


Fuel Oil, Diesel 
See also “Oils, Diesel Fuel” 

SINCLAIR REFINING CO. 
600 5th Ave. 
New York 20, New York 
STANDARD OIL CO. OF CALIF. 
WESTERN OPERATIONS, INC. 
225 Bush St. 
San Francisco 20, Calif. 
STANDARD OIL:CO. (INDIANA) 
910 South Michigan Ave. 
Chicago 80, Illinois 
WINSLOW ENGINEERING & MFG. CO. 
4069-73 Hollis St. 
P. O. Box 8246 
Oakland 8, Calif. 


Fuel Oil Tar and Carbon 
Dispersing Agent 
NUTMEG CHEMICAL CO. 
130 Haven St. 
New Haven 13, Conn. 


Fuel Transfer Pumps, Service 
and Sale 
See also headings under “Pumps” 
INTERSTATE DIESEL SERVICE, INC. 
2093 East 19 Street 
Cleveland 15, Ohio 


Gages, Air Pressure 
ROCHESTER MFG. CO., INC. 
34 Rockwood St. 

Rochester 10, New York 


Gages, Draft, Portable Indicating 
BACHARACH INDUSTRIAL 
INSTRUMENT CO. 

200 N. Braddock Ave. 
Pittsburgh 8, Penn. 


Gages, Fuel 
LIQUIDOMETER CORP. 
41-03 36 St. 

Long Island City |, N. Y. 
ROCHESTER MFG. CO 
34 Rockwood St. 

Rochester 10, New York 


Gages, Liquid Level 
LIQUIDOMETER CORP. 
41-03 36th St. 

Long Island City |, N. Y. 
ROCHESTER MFG. CO., 
34 Rockwood St. 

Rochesier 10, New York 


Gages, Oil Pressure 
ROCHESTER MFG. CO., 
34 Rockwood St. 
Rochester 10, New York 


Gages, Tank Contents 
LIQUIDOMETER CORP. 
41-03 36th St. 

Long Island City |, N. Y. 
ROCHESTER MFG. CO., 
34 Rockwood St. 

Rochester 10, New York 


Gages, Temperature 
See also, “Thermometers”. 
ROCHESTER MFG. CO., INC. 
34 Rockwood St. 
Rochester 10, New York 


Gages, Vacuum 
See also “Vacuum Gages.”’ 
ROCHESTER MFG. CO., INC. 
34 Rockwood St. 
Rochester 10, New York 
WEIDENHOFF CORP. 


Algona, lowa 


Gages, Viscosity 


THE GERIN CORP. 
Avon, N. J. 


Gaskets 


THE ANCHOR PACKING CO. 
401 N. Broad St. 

Philadelphia 8, Pa. 

THE FITZGERALD MFG. CO. 
Torrington, Conn. 

WISCONSIN GASKET & MFG. 
Granville, Wisconsin 

VICTOR MFG. & GASKET CO. 
P.O. Box 1333 

Chicago 90, Ill. 


Gaskets, Asbestos 
See also, “Asbestos Sheet’’. 

THE ANCHOR PACKING CO. 
401 N. Broad St. 
Philadelphia 8, Pa. 
THE FITZGERALD MFG. CO. 
Torrington, Conn. 
VICTOR MFG. & GASKET CO. 
P.O. Box 1333 
Chicago 90, Ill. 
WISCONSIN GASKET & MFG. 


Granville, Wisconsin 


Gaskets, Cork 


THE ANCHOR PACKING CO. 

40! N. Broad St. 

Philadelphia 8, Pa. 

THE FITZGERALD MFG. CO. 
Torrington, Connecticut 

VICTOR MFG. & GASKET CO. 

P.O. Box 1333 

Chicago 90, Ill. 

WISCONSIN GASKET & MFG. CO. 


Granville, Wisconsin 


co. 
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Gaskets, Fibrous 


THE ANCHOR PACKING CO. 

401 N. Broad St. 

Philadelphia 8, Pa. 

VICTOR MFG. & GASKET CO. 

P.O. Box 1333 

Chicago 90, Ill. 

WISCONSIN GASKET & MFG. CO. 
Granville, Wisconsin 


Gaskets, Metallic 
THE ANCHOR PACKING CO. 
401 N. Broad St. 
Philadelphia 8, Pa. 
THE FITZGERALD MFG. CO. 
Torrington, Conn. 
VICTOR MFG. & GASKET CO. 
P.O. Box 1333 
Chicago 90, Ill 


Gaskets, Oil and Water 
THE ANCHOR PACKING CO. 
401 N. Broad St. 
Philadelphia 8, Pa. 
THE FITZGERALD MFG. CO. 
Terrington, Connecticut 
VICTOR MFG. & GASKET CO. 
P.O. Box 1333 
Chicago 99, Ill. 
WISCONSIN GASKET & MFG. CO. 


Granville, Wisconsin 


Geared Transmissions, Auxiliary 


BRAD FOOTE GEAR WORKS, INC. 
1315 S. Cicero Ave. 
Cicero 50, Ill. 


Geared Transmissions, Unit 


BRAD FOOTE GEAR WORKS, INC. 
1315 S. Cicero Ave. 
Cicero 50, Ill. 


Gears 
See also “Drives, Gear”; 
BRAD FOOTE GEAR WORKS, INC. 
1315 S. Cicero Ave. 
Cicero 50, Ill. 
DE LAVAL STEAM TURBINE CO. 
Notingham Way 
Trenton 2, N. J. 
FEDERAL SEAL & GEAR CORP. 
522 N. Krueger 
Kendallville, Indiana 
WOHLERT CORP. 
700 E. Grand River 
Lansing, Mich. 


Gears, Aircraft Quality 


BRAD FOOTE GEAR WORKS, 
1315 S. Cicero Ave. 
Cicero 50, Ill. 


Gears, Bevel 


BRAD FOOTE GEAR WORKS, 
1315 S. Cicero Ave. 
Cicero 50, Ill. 


Gears, Cut 


BRAD FOOTE GEAR WORKS, 
1315 S. Cicero Ave. 
Cicero 50, Ill. 


Gears, Heat Treated 


BRAD FOOTE GEAR WORKS, 
1315 S. Cicero Ave. 
Cicero 50, Ill. 


Gears, Helical 


BRAD FOOTE GEAR WORKS, 
1315 S. Cicero Ave. 
Cicero 50, Ill. 
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Gears, Herringbone 


BRAD FOOTE GEAR WORKS, 
1315 S. Cicero Ave. 
Cicero 50, Ill. 


Gears, Internal 


BRAD FOOTE GEAR WORKS, 
1315 S. Cicero Ave. 
Cicero 50, Ill. 


Gears, Non-Metallic 


BRAD FOOTE GEAR WORKS, 
1315 S. Cicero Ave. 
Cicero 50, Ill. 


Gears, Planetary 


BRAD FOOTE GEAR WORKS, 
1315 S. Cicero Ave. 
Cicero 50, Ill. 


Gears, Reduction 


BRAD FOOTE GEAR WORKS, INC. 

1315 S. Cicero Ave. 

Cicero 50, Ill. 

DE LAVAL STEAM TURBINE CO. 

Notingham Way 

Trenton 2, N. J. 

FEDERAL SEAL & GEAR CORP. 

522 N. Krueger 

Kendallville, Indiana 

ROCKFORD CLUTCH DIVISION 
BORG-WARNER CORP. 

1301 18th Avenue 

Rockford, Illinois 


THE SNOW-NABSTEDT GEAR CORP. 


251 Welton St. 
Hamden, Conn. 
TWIN DISC CLUTCH CO. 
1328 Racine St. 


Racine, Wisconsin 


Gears, Speed Increaser 

See also heading under “Speed” 
BRAD FOOTE GEAR WORKS, INC. 
1315 S. Cicero Ave. 
Cicero 50, Ill. 
DE LAVAL STEAM TURBINE CO. 
Notingham Way 
Trenton 2, N. J. 
FEDERAL SEAL & GEAR CORP. 
522 N. Krueger 
Kendallville, Indiana 


THE SNOW-NABSTEDT GEAR CORP. 


251 Welton St. 
Hamden, Conn. 


Gears, Speed Reduction 


BRAD FOOTE GEAR WORKS, 
1315 S. Cicero Ave. 
Cicero 50, Ill. 


Gears, Spiral 
BRAD FOOTE GEAR WORKS, 
1315 S. Cicero Ave. 
Cicero 50, Ill. 


Gears, Spiral Bevel 
BRAD FOOTE GEAR WORKS, 


1315 S. Cicero Ave. 
Cicero 50, Ill. 


Gears, Spur 


BRAD FOOTE GEAR WORKS, 
1315 S. Cicero Ave. 
Cicero 50, Ill. 


Gears, Timing 
CLOYES GEAR & PRODUCTS INC. 
17214 Roseland Road 
Cleveland 7, Ohio 


Gears, Worm 


BRAD FOOTE GEAR WORKS, INC. 
1315 S. Cicero Ave. 
Cicero 50, Ill. 


Generating Sets, Electric 


See also “Auxiliary Diesel Generating 
Sets,” “Diesel Generating Sets,” headings 
under “Emergency ... ,” “Diesel Power 


ALLIS-CHALMERS 
ENGINE-MATERIALS HANDLING DIV. 
1135 South 70th Street 

Milwaukee 14, Wisconsin 
CONSOLIDATED DIESEL ELECTRIC 
CORP. POWER EQUIPMENT DIVISION 
880 Canal Street 

Stamford, Conn. 

DETROIT DIESEL ENGINE DIV. 
GENERAL MOTORS CORP. 

13400 West Outer Drive 

Detroit 28, Mich. 

ELECTRO-MOTIVE DIVISION 
GENERAL MOTORS CORP. 

La Grange, Ill. 


ENTERPRISE ENGINE & MACHINERY 
co. 
18th & Florida Streets 


San Francisco 10, California 
HAWKER SIDDELEY BRUSH INC. 
34-14 58th Street 

Woodside 77, New York 
NORDBERG MFG. CO. 

3073 South Chase St. 
Milwaukee |, Wisconsin 

D. W. ONAN & SONS, INC. 
2515 University Ave., S.E. 
Minneapolis 14, Minnesota 
WAUKESHA MOTOR CO. 
West St. Paul Ave. 

Waukesha Wis. 

WHITE DIESEL ENGINE DIV. 
THE WHITE MOTOR CO. 
1401 Sheridan Ave. 
Springfield, Ohio 

WITTE ENGINE WORKS, 
OIL WELL SUPPLY 

DIV. OF UNITED STATES STEEL CORP. 
1600 Oakland Avenue 

Kansas City 26, Missouri 


Generating Systems 


R. H. SHEPPARD CO., INC. 
101 Middle St. 


Hanover, Pa. 


Generator Systems, Constant 


Power (No-Break) 


R. H. SHEPPARD CO., INC. 
10! Middle St. 


Hanover, Pa. 


Generators, A. C. 


See also “Alternators”; 
AMERICAN MARC, INC.. 
1601 W. Florence Ave. 
Inglewood, Calif. 
COLUMBIA ELECTRIC MFG. CO. 
4537 Hamilton Ave. ’ 
Cleveland 14, Ohio 
ELECTRIC MACHINERY MFG. CO. 
800 Central Avenue 
Minneapolis 13, Minn. 
ELECTRO-MOTIVE DIVISION 
GENERAL MOTORS CORP. 
La Grange, Illinois 
ELLIOTT COMPANY 
Jeannette, Pennsylvania 
HAWKER SIDDELEY BRUSH INC. 
34-14 58th Street 
Woodside 77, New York 
IDEAL ELECTRIC & MFG. CO. 
Mansfield, Ohio 





Generators, Charging, D.C. 


AMERICAN BOSCH SALES DIV. 
AMERICAN BOSCH ARMA CORP. 
Springfield 7, Mass. 

AMERICAN MARC, INC. 

1601 W. Florence Ave. 

Inglewood, Calif. 


Generators, Charging A.C. 
Rectified 


AMERICAN MARC, INC. 
1601 W. Florence Ave. 
Inglewood, Calif. 


Generators, D. C. 


AMERICAN BOSCH SALES DIV. 
AMERICAN BOSCH ARMA CORP. 
Springfield 7, Mass. 

AMERICAN MARC, INC. 

1601 W. Florence Ave. 

Inglewood, Calif. 

COLUMBIA ELECTRIC MFG. CO. 
4537 Hamilton Ave. 

Cleveland 14, Ohio 

THE ELECTRIC AUTO-LITE CO. 
Champlain St. 

Toledo, Ohio 

ELECTRO-MOTIVE DIVISION 
GENERAL MOTORS CORP. 

La Grange, Illinois 

ELLIOTT COMPANY 

Jeannette, Pennsylvania 

IDEAL ELECTRIC & MFG. CO. 
Mansfield 60, Ohio 


Generators, Engine Driven 
ALLIS-CHALMERS MFG. CO. 
1135S. 70th Street 
Milwaukee 14, Wis. 

AMERICAN M-A-N CORP. 

Suite 4830 500-5th Ave. 

New York 36, N. Y. 

AMERICAN MARC INC. 

160! West Florence Ave. 

Inglewood, Calif. 

CONSOLIDATED DIESEL ELECTRIC 
CORP. POWER EQUIPMENT DIVISION 
880 Canal Street 

Stamford, Connecticut 
COOPER-BESSEMER CORP. 

Mt. Vernon, Ohio 

DAIMLER-BENZ of NORTH AMERICA 
INC. INDUSTRIAL DIVISION 

126-56 Northern B'vd. 

Flushing, New York 

DETROIT DIESEL ENGINE DIV. 
GENERAL MOTORS CORP. 

13400 West Outer Drive 

Detroit 28, Mich. 

ELECTRIC MACHINERY MFG. CO. 
800 Central Avenue 

Minneapolis 13, Minn. 

ELLIOTT COMPANY 

Jeannette, Pa. 


IDEAL ELECTRIC & MFG. CO. 
Mansfield 60, Ohio 

D. W. ONAN & SONS, INC. 
2515 University Ave., S. E. 
Minneapolis 14, Minnesota 
WAUKESHA MOTOR CO. 

W. St. Paul Ave. 

Waukesha, Wis. 


WITTE ENGINE WORKS, 
OIL WELL SUPPLY 


DIV. OF UNITED STATES STEEL CORP. 


1600 Oakland Avenue 
Kansas City 26, Missouri 


Governors, Electro-Hydraulic 
WOODWARD GOVERNOR CO. 
5001 N. Second St. 

Rockford, Ill. 


Governors, Hydraulic 

See a'so “Regulators, Speed” 
A & D DIESEL SERVICE, INC. 
143-45 2\st St. 
Brooklyn 32, N. Y. 
FUEL INJECTION DIVISION 
HARTFORD MACHINE SCREW CO. 
DIV. of STANDARD SCREW CO. 
Hartford 2, Conn. 
WOODWARD GOVERNOR CO. 
500! N. Second St. 
Rockford, Illinois 


Governors, Load-Sensing 
WOODWARD GOVERNOR CO. 
500! N. Second St. 

Rockford, Ill. 


Governors, Mechanical 
A & D DIESEL SERVICE, INC. 
143-45 21st St. 
Brooklyn 32, N. Y. 
FEL INJECTION DIVISION 
HARTFORD MACHINE SCREW CO. 
DIV. of STANDARD SCREW CO. 
Hartford 2, Conn. 


Governors, Overspeed 
A & D DIESEL SERVICE, INC. 
143-45 21st St. 
Brooklyn 32, New York 
FUEL INJECTION DIVISION 
HARTFORD MACHINE SCREW CO. 
DIV. of STANDARD SCREW CO. 
Hartford 2, Conn. 
SYNCHRO START PRODUCTS INC. 
8'5! N. Ridgeway Ave. 
Skokie, Ill. 
WOODWARD GOVERNOR CO. 
500! N. 2nd St. 
Rockford, Ill. 


Governors, Over and Underspeed 
SYNCHRO-START PRODUCTS, INC. 
8151 N. Ridgeway Ave. 

Skokie, Ill. 


Governors, Over, Intermediate 
and Underspeed 
SYNCHRO-START PRODUCTS, INC. 


8151 N. Ridgeway Ave. 
Skokie, Ill. 


Governors, Pneumatic-Hydraulic 
WOODWARD GOVERNOR CO. 
500! N. Second St. 
Rockford, Ill. 


Governors, Underspeed 
SYNCHRO-START PRODUCTS, INC. 
8151 N. Ridgeway Ave. 

Skokie, Ill. 


Greases 
See also “Lubricants” 

NATIONAL REFINING CO. 
P. O. Box 6479 
Cleveland 1, Ohio 
SHELL OIL CO. 
50 W. 50th St. 
New York 20, N. Y. 
SINCLAIR REFINING CO. 
600 5th Ave. 
New York 20, New York 
STANDARD OIL CO. OF CALIF. 
WESTERN OPERATIONS, INC. 
225 Bush St. 
San Francisco 20, Calif. 
TEXACO, INC. 
135 E. 42nd St. 
New York 17, N. Y. 


Grinders, Surface 


SPERRY PRODUCTS CO. 
DIV. OF HOWE SOUND CO. 
6700 Merriam Drive 


Merriam, Kansas 


Hardened & Ground Parts 


FUEL INJECTION DIVISION 
HARTFORD MACHINE SCREW CO. 
DIV. of STANDARD SCREW CO. 
Hartford 2, Conn. 

HCUDAILLE INDUSTRIES, INC. 

500 E. Delavan Ave. 

Buffalo 11, N. Y. 

THE TORRINGTON CO. 

59 Field St. 

Torrington, Conn. 


Heaters, Cab & Space 


YOUNG RADIATOR CO. 
709 S. Marquette St. 
Racine, Wisc. 


Heaters, Coolant, Electric 


KIM HOTSTART MFG. CO. 
917 W. Broadway 

Spokane |, Wash. 

PHILLIPS MFG. CO., INC. 
8200 Grand Ave. 
Minneapo!is 20, Minn. 


Heat Exchangers, Air Cooled 


See also under “Cooler” headings 
AEROFIN CORP. 
ICi Greenway Ave. 
Syracuse 3, N. Y. 
HARRISON RADIATOR DIVISION 
GENERAL MOTORS CORP. 
Lockport, New York 
THE ROME-TURNEY RADIATOR CO. 
Rome, N. Y. 
YOUNG RADIATOR CO. 
709 S. Marquette St. 
Racine, Wisc. 


Heat Exchangers, Oil and Water 


See also under “Cooler” headings. 
HARRISON RADIATOR DIV. 
GENERAL MOTORS CORP. 
Lockport, N. Y. 

THE ROME-TURNEY RADIATOR CO. 
Rome, New York 

THE SIMS CO., INC. 

P. O. Box 1096 

Erie, Pa. 

YATES AMERICAN MACHINE CO. 
729 4th Street 

Beloit, Wisconsin 

YOUNG RADIATOR COMPANY 
709 S. Marquette St. 

Racine, Wisconsin 


High Temperature Aluminum 
For Exhaust Stacks 
BALL CHEMICAL COMPANY 
1486 Butler Plank Rd. 


Glenshaw, Penna. 


Honing Tools 


C. ALLEN FULMER CO. 
1211 First National Bank Bldg. 
Dept. DP 

Cincinnati 2, Ohio 
HALL-TOLEDO, INC. 

2931 South Ave. 

Toledo 9, Ohio 
KENT-MOORE ORG., INC. 
28635 Mound Rd. 

Warren, Mich. 

SUNNEN PRODUCTS CO. 
7910 Manchester Ave. 

St. Louis 17, Mo. 
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VAN DER HORST CORP. OF AMERICA 
Davis Ave. 
Olean, New York 


Honing Stones 


C. ALLEN FULMER CO. 
1211 First National Bank Bldg. 
Cincinnati 2, Ohio 


Hoses and Hose Assemblies, 
Non-Metallic 
See also under “Flexible . 

“Tubing .. .” headings 

AEROQUIP CORP. 

300 S. East Ave. 

Jackson, Mich. 

ANACONDA METAL HOSE DIV. 

THE AMERICAN BRASS CO. 

698 S. Main St. 

Waterbury 20, Connecticut 

THE ANCHOR PACKING CO. 

401 N. Broad St. 

Philadelphia, Pa. 


Hoses, Flexible Assemblies 
See also under “Flexible” headings, 
“Tube” headings. 
AEROQUIP CORP. 
300 S. East Ave. 
Jackson, Mich. 
ANACONDA METAL HOSE DIV. 
THE AMERICAN BRASS CO. 
698 S. Main Street 
Waterbury 20, Conn. 


Hoses, Flexible Metallic 
See also under “Flexible” headings, 

“Tube” headings. 

ANACONDA METAL HOSE DIV. 

THE AMERICAN BRASS CO. 

698 South Main Street 

Waterbury 20, Connecticut 

ATLANTIC METAL HOSE CO. 

308 Dyckman St. 

New York 34, N. Y. 

FLEXONICS CORP. 

1363 S. 3rd Ave. 

Maywood, Ill. 


Hoses, Flexible Wire Braid 
See also under “Flexible” headings, 
“Tube” headings. 
AEROQUIP CORP. 
300 S. East Ave. 
Jackson, Mich. 
ANACONDA METAL HOSE DIV. 
THE AMERICAN BRASS CO. 
698 S. Main St. 
Waterbury, Conn. 


Hoses Metal For Steam, Oil, 
Compressed Air 
See also under “Flexible” headings, 
“Tube” headings. 
ANACONDA METAL HOSE DIV. 
THE AMERICAN BRASS CO. 
698 S. Main Street 
Waterbury 20, Conn. 
ATLANTIC METAL HOSE CO. 
308 Dyckman St. 
New York 34, N. Y. 


Hydraulic Fluids 


SHELL OIL CO. 
50 W. 50th St. 
New York 20, N. Y. 
TEXACO, INC. 
135 E. 42nd St. 
New York 17, N. Y. 


Hydraulic Valve Lifters 
DIESEL EQUIPMENT DIV. 
GENERAL MOTORS CORP. 
2100 Burlingame S. W. 
Grand Rapids |, Mich. 
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EATON MFG. CO. 
739 E. 140th St. 
Cleveland 10, Ohio 


Ignition Systems, Gas Engine 
See also “Magneto” headings 


AMERICAN BOSCH SALES DIV. 
AMERICAN BOSCH ARMA CORP. 
Springfield 7, Mass. 

SCINTILLA DIVISION 

THE BENDIX CORPORATION 
Sherman Ave. 


Sidney, New York 


Ignition Transformers 
AMERICAN BOSCH SALES DIV. 
AMERICAN BOSCH ARMA CORP. 
Springfield 7, Mass. 

SCINTILLA DIVISION 
THE BENDIX CORP. 
Sherman Ave. 


Sidney, New York 


Impact Wrenches 


ALBERTSON & CO., INC. 
Sioux City 2, lowa 


Indicator Valves 


See also ‘Valves, Engine Indicator’ 
KIENE DIESEL ACCESSORIES, INC. 
10352 Pacific Avenue 
Franklin Park, Illinois 


Indicators, Carbon Dioxide 
Portable 
BACHARACH INDUSTRIAL 
INSTRUMENT CO. 
200 N. Braddock Ave. 
Pittsburgh 8, Pa. 


Indicators, Carbon Monoxide 


BACHARACH INDUSTRIAL 
INSTRUMENT CO. 

200 N. Braddock Ave. 
Pittsburgh 8, Pa. 


Indicators, Diesel Engine 


See also 
Testers” 


heading under “Compression 
BACHARACH INDUSTRIAL 
INSTRUMENT CO. 

200 N. Braddock Ave. 

Pittsburgh 8, Pa. 

KIENE DIESEL ACCESSORIES, INC. 
10352 Pacific Ave. 

Franklin Park, Illinois 

KISTLER INSTRUMENT CORP. 

15 Webster St. 

North Tonawanda, N. Y. 

THE KORFUND CO., INC. 
Cantiaque Rd., Dept 20D 

Westbury, New York 


Indicators, Maximum Pressure 


See heading above 


BACHARACH INDUSTRIAL 
INSTRUMENT CO. 

200 N. Braddock Ave. 

Pittsburgh 8, Pa. 

KIENE DIESEL ACCESSORIES, INC. 
10352 Pacific Avenue 

Franklin Park, Illinois 

KISTLER INSTRUMENT CORP. 

15 Webster St. 
North Tonawanda, N. Y. 


Indicators, Oxygen, Portable 
BACHARACH INDUSTRIAL 
INSTRUMENT CO. 

200 N. Braddock Ave. 
Pittsburgh 8, Pa. 


Indicators, Pressure-Time, 


Diesel Engine 
BACHARACH INDUSTRIAL 
INSTRUMENT CO. 

200 N. Braddock Ave. 
Pittsburgh 8, Pa. 

KISTLER INSTRUMENT CORP. 
15 Webster St. 

North Tonawanda, N. Y. 

THE KORFUND CO., INC. 
Cantiaque Rd., Dept. 20D 
Westbury, New York 


Indicators, Sight Flow 


WM. W. NUGENT & CO. [INC.) 
3440 Cleveland St. 

P. O. Box 314 

Skokie, Ill. 


Industrial Oils 


See also headings under “Lubricants” and 


Greases”. 
STANDARD OIL CO. OF CALIF. 
WESTERN OPERATIONS, INC. 

225 Bush St. 

San Francisco 20, Calif. 

STANDARD OIL COMPANY (INDIANA) 
910 S. Michigan Avenue 

Chicago, Ill. 


Injection Systems, Fuel 


See also “Nozzles, Fuel Injection’, “Fuel 
Injection Systems Sales & Service’, 
“Unit Injectors, Fuel x 


AMERICAN BOSCH SALES DIV. 
AMERICAN BOSCH ARMA CORP. 
Springfield 7, Mass. 

C.A.V. FUEL INJECTION EQUIPMENT 
DIVISION OF LUCAS ELECTRICAL 
SERVICES, INC. 

14820 Detroit Avenue 

Cleveland 7, Ohio 

DIESEL EQUIPMENT DIV. 

GENERAL MOTORS CORP. 

2100 Burlingame S. W. 

Grand Rapids |, Mich. 

FUEL INJECTION DIVISION 
HARTFORD MACHINE SCREW CO. 
DIV. of STANDARD SCREW CO. 
Hartford 2, Conn. 

ROBERT BOSCH CORP. 

40-25 Crescent St. 

Long Island City I, N. Y. 
SCINTILLA DIVISION 

THE BENDIX CORP. 

Sherman Ave. 

Sidney, N. Y. 

STEWART & STEVENSON SERVICES, INC. 
4516 Harrisburg 

Houston, Texas 


Injection Systems, Service 


See also “Fuel Injection Systems, Sales & 
Service,” “Diesel, Fuel Pump Service,” 
“Unit Injectors, Exchange” 


INTERSTATE DIESEL SERVICE, 
2093 East 19 St. 
Cleveland 15, Ohio 


INC. 


Injector Test Stand 


See also “Nozzle Testers,” “Testers” head- 
ings and “Diesel Nozzle Testers” 


BACHARACH INDUSTRIAL 
INSTRUMENT CO. 

200 N. Braddock Ave. 

Pittsburgh 8, Pa. 

Cc. A. V. FUEL INJECTION EQUIPMENT 
DIV. OF LUCAS ELECTRICAL SERVICES, 
INC. 

14820 Detroit St. ‘ 
Cleveland 7, Ohio 

KENT-MOORE ORGANIZATION, INC. 
28635 Mound Rd. 

Warren, Mich. 





MARINE PUMPS, INC. 
226 N. Marine Ave. 
Wilmington, Calif. 
ROBERT BOSCH CORP. 
40-25 Crescent St. 

Long Island City |, N. Y. 


Inspection, for Cracks 


MAGNAFLUX CORP. 
7328 W. Lawrence Ave. 
Chicago 31, Ill. 


Joints, Universal 


TWIN DISC CLUTCH CO. 
1328 Racine St. 


Racine, Wisconsin 


Lapping Equipment 
See also “Machines, Lapping” 
MARINE PUMPS, INC. 
226 N. Marine Ave. 
Wilmington, Calif. 


Liner Replating 


SPAR-TAN ENGINEERING CO. 
496 Bauchet St. 
Los Angeles 12, Calif. 


Lock Nuts 


COLUMBIA NUT & BOLT CO., INC. 
945 Main Street 
Bridgeport 3, Connecticut 


Locomotives, Diesel 
See also under “Diesel Locomotives” 


PLYMOUTH LOCOMOTIVE WORKS, 


DIV. OF THE FATE-ROOT-HEATH CO. 


Plymouth, Ohio 


Locomotives, Diesel-Electric 

See heading above 

ALCO PRODUCTS, INC. 

Dept. 911, Box 1065 

Schenectady |, N. Y. 

ELECTRO-MOTIVE DIVISION 

GENERAL MOTORS CORP. 

La Grange, Ill. 

PLYMOUTH LOCOMOTIVE WORKS, 

DIV. OF THE FATE-ROOT-HEATH CO. 

Plymouth, Ohio 


Locomotives, Diesel Electric, 
Repairs 
METALOCK REPAIR SERVICE CO., INC. 
36-15 48th Avenue 
Long Island City |, N. Y. 


Locomotives, Diesel-Hydraulic 
See heading above 


PLYMOUTH LOCOMOTIVE WORKS, 


DIV. OF THE FATE-ROOT-HEATH CO. 


Plymouth, Ohio 


Locomotives, Diesel-Mechanical 
See heading above 


PLYMOUTH LOCOMOTIVE WORKS, 


DIV. OF THE FATE-ROOT-HEATH CO. 


Plymouth, Ohio 


Locomotives, Diesel, Mine 
PLYMOUTH LOCOMOTIVE WORKS, 


DIV. OF THE FATE-ROOT-HEATH CO. 


Plymouth, Ohio 
Lubricants 


See also “Greases” 
THE CALIFORNIA OIL CO. 
1200 State St. 
Perth Amboy, N. J. 
NATIONAL REFINING CO. 
P. O. Box 6479 
Cleveland |, Ohio 


SINCLAIR REFINING CO. 

600 5th Ave. 

New York 20, New York 

STANDARD OIL COMPANY (INDIANA) 
910 S. Michigan Ave. 

Chicago, Ill. 


Lubricating Oil Test Kit 


THE GERIN CORP. 
Avon, N. J. 


Lubricating Oils 
AMERICAN OIL & SUPPLY CO. 
238 Wilson Avenue 
Newark 5, N. J. 
THE CALIFORNIA OIL CO. 
1200 State St. 
Perth Amboy, N. J. 
NATIONAL REFINING COMPANY 
P. O. Box 6479 
Cleveland !, Ohio 
SHELL OIL COMPANY 
50 West 50th St. 
New York 20, N. Y. 
SINCLAIR REFINING CO. 
600 5th Ave. 
New York 20, New York 
STANDARD OIL CO. OF CALIF. 
WESTERN OPERATIONS, INC. 
225 Bush St. 
San Francisco 20, Calif. 
STANDARD OIL CO. (INDIANA) 
910 South Michigan Ave. 
Chicago, Illinois 
TEXACO, INC. 
135 E. 42nd St. 
New York 17, N. Y. 


Lubricators, Mechanical 


MANZEL DIV. 

HOUDAILLE INDUSTRIES, INC. 
315 Babcock St. 

Buffalo 10, N. Y. 


Machine Shop Products 
KENT-MOORE ORG., INC. 
28635 Mound Rd. 

Warren, Mich. 


Machine Tools 


KENT-MOORE ORG., INC. 
28635 Mound Rd. 
Warren, Mich. 


Machine Tools, Precision 


KENT-MOORE ORG., INC. 

28635 Mound Rd. 

Warren, Mich. 

VAN NORMAN MACHINE CO. 

DIV. VAN NORMAN INDUSTRIES, INC. 
3640 Main St. 

Springfield, Mass. 


Machine Tools, Precision Honing 
©. ALLEN FULMER CO. 
1211 First National Bank Bldg. 
Cincinnati 2, Ohio 
KENT-MOORE ORG., INC. 
28635 Mound Rd. 
Warren, Mich. 
SUNNEN PRODUCTS CO. 
7910 Manchester Ave. 
St. Louis 17, Mo. 
VAN DER HORST CORP. OF AMERICA 
Davis Ave. 
Olean, New York 


Machine Tools, Special for Engine 
KENT-MOORE ORG., INC. 
28635 Mound Rd. 
Warren, Mich. 


Machine Tools, Special for Engine 
Rebuilding Service 
See also “Tools Diesel Engine Service” 
SPERRY PRODUCTS CO. 
DIV. OF HOWE SOUND CO. 
6200 Meriam Drive 
Merriam, Kansas 


Machinery Paints and Enamels 
BALL CHEMICAL COMPANY 
1486 Butler Plank Rd. 


Glenshaw, Penna. 


Machines, Lapping 
See also “Lapping Equipment” 
CRANE PACKING CO. 
6400 Oakton St. 
Morton Grove, Ill. 


Magnetic Inspection Equipment _ 
SPERRY PRODUCTS CO. 
DIV. OF HOWE SOUND CO. 
6200 Merriam Drive 
Merriam, Kansas 


Magneto Test Equipment 
WEIDENHOFF CORP. 
Algona, lowa 


Magnetos, High Tension 
See also “ignition Systems, Gas Engines” 
AMERICAN BOSCH SALES DIV. 
AMERICAN BOSCH ARMA CORP. 
Springfield 7, Mass. 
SCINTILLA DIVISION 
THE BENDIX CORPORATION 
Sherman Ave. 
Sidney, New York 


Magnetos, Low Tension 
See also “Ignition Systems, Gas Engines” 

AMERICAN BOSCH SALES DIV. 
AMERICAN BOSCH ARMA CORP. 
Springfield 7, Mass. 
SCINTILLA DIVISION 
THE BENDIX CORPORATION 
Sherman Ave. 


Sidney, New York 


Manometers 


BACHARACH INDUSTRIAL 
INSTRUMENT CO. 

200 N. Braddock Ave. 
Pittsburgh 8, Pa. 


Marine Diesel, Front End Gear 
Driven Accessories 
See also “Drives, Gear”, headings under 
ears” 


” 


DAIMLER-BENZ of NORTH AMERICA 
INC. INDUSTRIAL DIVISION 

126-56 Northern Blvd. 

Flushing, New York 

TWIN DISC CLUTCH CO. 

1328 Racine St. 

Racine, Wisc. 

WAUKESHA MOTOR CO. 

West St. Paul Ave. 

Waukesha, Wis. 


Marine Reduction Gears 
See also “Drives, Gear’, headings under 
“Gears” 
BRAD FOOTE GEAR WORKS, INC. 
1315 S. Cicero Ave. 
Cicero 50, Ill. 
DE LAVAL STEAM TURBINE CO. 
Notingham Way 
Trenton 2, N. J. 
THE SNOW-NABSTEDT GEAR CORP. 
251 Welton St. 
Hamden, Conn. 
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TWIN DISC CLUTCH CO. 
1328 Racine St. 
Racine, Wisc. 


Marine Reverse & Reduction 
Gears 


See also “Drives, Gear”, headings under 
“Gears” 


BRAD FOOTE GEAR WORKS, INC. 
1315 S. Cicero Ave. 

Cicero 50, Ill. 

DELAVAL STEAM TURBINE CO. 
Notingham Way 

Trenton 2, N. J. 

THE SNOW-NABSTEDT GEAR CORP. 
251 Welton St. 

Hamden, Conn. 

TWIN DISC CLUTCH CO. 

1328 Racine St. 


Racine, Wisc. 


Meters, Slow-Flow 
POWER PLUS CORP 
4462 E. Washington Blvd. 
Los Angeles 39, Ca’ if. 


Micrometers 
KENT-MOORE ORG., 
28635 Mound Rd. 
Warren, Mich. 


INC. 


Monochromatic Lights 
CRANE PACKING CO. 


6400 Oakton St. 
Morton Grove, Ill. 


Motor Generator Sets 
COLUMBIA ELECTRIC MFG. CO. 
4537 Hamilton Avenue 
Cleveland 14, Ohio 
CONSOLIDATED DIESEL ELECTRIC 
CORP. POWER EQUIPMENT DIVISION 
880 Canal Street 
Stamford, Connecticut 
THE IDEAL ELECTRIC & MFG. CO. 
Mansfield 60, Ohio 


Motors, Electric, A. C. 


ELECTRIC MACHINERY MFG. CO. 
800 Central Avenue 
Minneapolis 13, Minn. 


Motors, Electric, A. C. & D. C. 


ELECTRO-MOTIVE DIV. 

GENERAL MOTORS CORP. 

La Grange, Ill. 

ELLIOTT COMPANY 

Jeannette, Pennsylvania 

THE IDEAL ELECTRIC & MFG. CO 
Mansfield 60, Ohio 


Motors, Gear 


BRAD FOOTE GEAR WORKS, INC. 
1315 S. Cicero Ave. 
Cicero 50, Ill. 


Mufflers, Intake & Exhaust 


See also headings under “Silencers’’. 


ALEXANDER-TAGG INDUST., INC. 
Jacksonville Road 

Hatboro, Penna. 

THE J. B. BEAIRD CO., INC. 
6200 St. Vincent Ave. 
Shreveport, Louisiana 
BURGESS-MANNING CO. 
INDUSTRIAL SILENCER DIV. 
9207 Sovereign Row 

Dallas 35, Texas 

DONALDSON COMPANY, INC. 
666 Pelham Blvd. 

St. Paul 14, Minn. 


KITTELL MUFFLER & ENGINEERING INC. 


1977 Blake Avenue 
Los Angeles 39, California 


60 Diesel Power, September, 1960 


NELSON MUFFLER CORP. 
P. O. Box 60 
Stoughton, Wisconsin 


Mufflers, Spark Arresting 
ALEXANDER-TAGG INDUST., INC. 
Jacksonville Road 
Hatboro, Penna. 

THE J. B. BEAIRD CO., INC. 
6200 St. Vincent Ave. 
Shreveport, Louisiana 
BURGESS-MANNING CO. 
INDUSTRIAL SILENCER DIV. 
9207 Sovereign Row 

Dallas 35, Texas 

KITTELL MUFFLER & ENGINEERING INC. 
1977 Blake Avenue 

Los Angeles 39, California 
NELSON MUFFLER CORP. 
P. O. Box 60 

Stoughton, Wisconsin 


Needle Bearings 
THE TORRINGTON CO. 
59 Field St. 


Torrington, Conn. 


Nozzle Cleaning Tools 
AMERICAN BOSCH SALES DIV. 
AMERICAN BOSCH ARMA CORP. 
Springfield 7, Mass. 
BACHARACH INDUSTRIAL 
INSTRUMENT CO. 
200 North Braddock Ave. 
Pittsburgh 8, Pa. 
Cc. A. V. FUEL INJECTION EQUIPMENT 
DIV. OF LUCAS ELECTRICAL SERVICES, 
INC. 
14820 Detroit St. 
Cleveland 7, Ohio 
KENT-MOORE ORG. INC. 
28635 Mound Rd. 
Warren, Michigan 


Nozzle Testers 
See also “Diesel Nozzle Testers,” ‘’Testers, 
Nozzle,” “Injection Test Stands” 

AMERICAN BOSCH SALES DIV. 
AMERICAN BOSCH ARMA CORP. 
Springfield 7, Massachusetts 
BACHARACH INDUSTRIAL 
INSTRUMENT CO. 
200 North Braddock Ave. 
Pittsburgh 8, Penn. 
C.A.V. FUEL INJECTION EQUIPMENT DIV. 
LUCAS ELECTRICAL SERVICE INC. 
14820 Detroit St. 
Cleveland 7, Ohio 
KENT-MOORE ORG. INC. 
28635 Mound Road 
Warren, Michigan 
KIENE DIESEL ACCESSORIES, INC. 
10352 Pacific Ave. 
Franklin Park, Ill. 
MARINE PUMPS, INC. 
226 North Marine Ave. 
Wilmington, Calif. 


Nozzles, Fuel Injection 
See also under “Injection Systems, Fuel’’, 
“Fuel Injection Sytems, Sales & Service” 
“Unit Injectors, Fuel Oii”’; 
A & D DIESEL SERVICE, INC. 
143-45 2\st Street 
Brooklyn 32, N. Y. 
AMERICAN BOSCH SALES DIV. 
AMERICAN BOSCH ARMA CORP. 
Springfield 7, Massachusetts 
C.A.V. FUEL INJECTION 
EQUIPMENT DIV. 
LUCAS ELECTRICAL SERVICE 
14820 Detroit St. 
Cleveland 7, Ohio 


INC. 


DIESEL EQUIPMENT DIV. 
GENERAL MOTORS CORP. 
2100 Burlingame S. W. 
Grand Rapids |, Mich. 
KORODY MARINE CORP. 
KERMATH ENGINE WORKS DIV. 
12822 Simms Ave. 
Hawthorne, Calif. 

ROBERT BOSCH CORP. 
40-25 Crescent St. 

Long Island City |, N. Y. 
SCINTILLA DIVISION 

THE BENDIX CORP. 
Sherman Ave. 


Sidney, N. Y. 
Nuts, Lock 


See also “Alloy Steel Nuts and Bolts” 
COLUMBIA NUT & BOLT CO., INC. 
945 Main Street 
Bridgeport 3, Connecticut 


Nuts, Plain & Castle 
See heading above 
FUEL INJECTION DIVISION 
HARTFORD MACHINE SCRE\V CO. 
DIV. of STANDARD SCREW CO. 
Hartford 2, Conn. 


Nylon Bearing Stock 


BUNTING BRASS & BRONZE CO. 
715 Spencer 
Toiedo |, Ohio 


Oil Conditioners 


See also headings under “Filters” 
COMMERCIAL FILTERS CORP. 
2 Main Street Dept. D.P. 
Melrose 76, Mass. 
ENTERPRISE ENGINE & MACHINERY 
co 


18th & Florida Streets 
San Francisco 10, Calif. 
THE HILLIARD CORP. 
120 W. 4th St. 

Elmira, N. Y. 
HOFFMAN-ALLEN CORP. 
522 N. Fremont 
Springfield, Mo. 


Oil Filler Closures 
MOELLER MFG. CO., INC. 
240! Durand Avenue 
Racine, Wisconsin 


Oil Level Gauge Dipsticks 
MOELLER MFG. CO., INC. 
240! Durand Avenue 
Racine, Wisconsin 


Oil Purification Systems, Filtering 

Earth Type 

COMMERCIAL FILTERS CORP. 

2 Main Street Dept. D.P. 

Melrose 76, Mass. 

THE HILLIARD CORP. 

120 W. Fourth St. 

Elmira, N. Y. 

HOFFMAN-ALLEN CORP. 

522 N. Fremont 

Springfield, Mo. 


Oil Purification Systems, Pressure 
and Gravity Types 
COMMERCIAL FILTERS CORP. 

2 Main Street Dept. D.P. 

Melrose 76, Mass. 

THE HILLIARD CORP. 

120 W. 4th St. 

Elmira, N. Y. 

WM. W. NUGENT & CO.( INC.) 
3440 Cleveland St. 

P. O. Box 314 

Skokie, Ill. 





Oil Seals & Grease Retainers 


THE FITZGERALD MFG. CO. 
Torrington, Conn. 

VICTOR MFG. & GASKET CO. 
P.O. Box 1333 

Chicago 90, Ill. 


Oils, Diesel Fuel 
See also “Fuel Oils, Diesel” 

NATIONAL REFINING CO. 
P. O. Box 6479 
Cleveland |, Ohio 
SINCLAIR REFINING CO. 
600 5th Ave. 
New York 20, New York 
STANDARD OIL CO. (INDIANA) 
910 S. Michigan Ave. 
Chicago, Ill. 
TEXACO, INC. 
135 E. 42nd St. 
New York 17, N. Y. 


Oils, Penetrating 
LUBAID COMPANY 
3270 South 3rd St. 
Milwaukee 7, Wisconsin 
SPRAY PRODUCTS CORP. 
P. O. Bex 844 
Camden, New Jersey 


Optical Flats 


CRANE PACKING CO. 
6400 Oakton St. 
Morton Grove, Ill. 


Packing, Rod Metallic 
THE ANCHOR PACKING CO. 
401 N. Broad St. 
Philadelphia 8, Pa. 
DOUBLE SEAL RING CO. 
2065 Montgomery St 
Fort Worth, Texas 
Cc. LEE COOK CO. 

DIV. OF DOVER CORP. 
946 S. Eighth St. 
Louisville 3, Ky. 


Packing, Oil Wiper 
C. LEE COOK CO. 
DIV. OF DOVER CORP. 
916 S. Eighth St. 
Louisville 3. Ky. 
DOUBLE SEAL RING CO. 
2065 Montgomery St. 
Fort Worth, Texas 


Packing, Sheet 
THE ANCHOR PACKING CO. 
401 N. Broad St. 
Philadelphia 8, Pa. 
VICTOR MFG. & GASKET CO. 
P.O. Box 1333 
Chicago 90, Ill. 


Packing, Sheets, Oi! & Water 
THE FITZGERALD MFG. CO. 
Torrington, Conn. 

VICTOR MFG. & GASKET CL 
P.O. Box 1333 
Chicago 90, Ill. 


Paint Removers 
BALL CHEMICAL COMPANY 
1486 Butler Plank Rd. 
Glenshaw, Penna. 


Pillow Blocks, Babbitted & 
Bronze-Bushed Bearings 
BRODIE SYSTEM, INC. 
115 Clifton Place 
Brooklyn 38, New York 
CHAIN BELT CO. 
4701 W. Greenfield Ave. 
Milwaukee |, Wisconsin 


HOOVER BALL & BEARING CO. 
P. O. Box 607 
Ann Arbor, Mich. 


Pinions 


BRAD FOOTE GEAR WORKS, INC. 
1315 S. Cicero Ave. 
Cicero 50, Ill. 


Piston Pin Bearings 
See also under “Bearing” listings. 


FEDERAL-MOGUL DIV. 


FEDERAL-MOGUL-BOWER BEARINGS, 


INC. 
11031 Shoemaker Ave. 
Detroit 13, Mich. 


Piston Pin Bushing Borer 
KENT-MOORE ORG., INC. 
28635 Mound Rd. 

Warren, Mich. 


Piston Pins 


DIESEL EQUIPMENT DIV. 
GENERAL MOTORS CORP. 
2100 Burlingame S. W. 
Grand Rapids |, Mich. 


Piston Ring Removers 
KENT-MOORE ORGANIZATION, INC. 
28635 Mound Rd. 

Warren, Mich. 

PERFECT CIRCLE CORP. 
552 S. Washington 
Hagerstown, Ind. 


Piston Rings 


C. LEE COOK CO. 

DIV. OF DOVER CORP. 
946 S. Eighth St. 

Louisville 3, Ky. 

DIESEL EQUIPMENT DIV. 
GENERAL MOTORS CORP. 
2100 Burlingame S. W. 
Grand Rapids |, Mich. 
DOUBLE SEAL RING COMPANY 
2065 Montgomery Street 
Fort Worth, Texas 

KOPPERS CO., INC. 
METAL PRODUCTS DIV. 
200 Scott St. 

Baltimore 30, Maryland 
PERFECT CIRCLE CORP. 
552 S. Washington 
Hagerstown, Ind. 

SEALED POWER CORP. 
2001 Sanford Street 
Muskegon 61, Michigan 
WHITE MACHINE WORKS 
P. O. Box 24 

Eau Claire, Wisconsin 
WILKENING MANUFACTURING CO. 
2000 South 7Ist Street 
Philadelphia 42, Pennsylvania 


Piston Rings, Oil Control 


C. LEE COOK CO. 

DIV. OF DOVER CORP. 
946 S. Eighth St. 

Louisville 3, Ky. 

DOUBLE SEAL RING COMPANY 
2065 Montgomery Street 
Fort Worth, Texas 
KOPPERS COMPANY, INC. 
METAL PRODUCTS DIV. 
200 Scott St. 

Baltimore 30, Maryland 
PERFECT CIRCLE CORP. 
552 S. Washington 
Hagerstown, Ind. 

SEALED POWER CORP. 
200! Sanford St. 

Muskegon, Mich. 


WILKENING MANUFACTURING CO. 
2000 South 7\st Street 
Philadelphia 42, Pennsylvania 


Piston Rings, Sealing 
C. LEE COOK CO. 
DIV. OF DOVER CORP. 
916 S. Eighth St. 
Louisville 3, Ky. 
DIESEL EQUIPMENT DIV. 
GENERAL MOTORS CORP. 
2100 Burlingame S. W. 
Grand Rapids |, Mich. 
DOUBLE SEAL RING CO. 
2065 Montgomery Street 
Fort Worth, Texas 
KOPPERS CO. INC. 
METAL PRODUCTS DIV. 
200 Scott St. 
Baltimore 30, Maryland 
PERFECT CIRCLE CORP. 
552 S. Washington 
Hagerstown, Ind. 
SEALED POWER CORPORATION 
200! Sanford Street 
Muskegon 61, Michigan 
WILKENING MANUFACTURING CO. 
2000 S. 7!st Street 
Philadelphia 42, Pa. 


Pistons 


GILLETT & EATON, INC. 

Lake City, Minnesota 

HUNT SPILLER MFG. CO. 

383 Dorchester Ave. 

South Boston 27, Mass. 

SEALED POWER CORPORATION 
200! Sanford Street 

Muskegon 61, Michigan 

UNITED ENGINE & MACHINE CO. 
310 Preda Street 

San Leandro, Calif. 

WHITE MACHINE WORKS 

P. O. Box 24 

Eau Claire, Wisconsin 

ZOLLNER CORP. 

Ft. Wayne, Indiana 

ZOLLNER CORP. 

1100 N. Woodward Ave. 
Birmingham, Mich. 


Pistons, Aluminum Alloy 


GILLETT & EATON, INC. 

Lake City, Minnesota 

UNITED ENGINE & MACHINE CO. 
310 Preda Street 

San Leandro, Calif. 

ZOLLNER CORP. 

Ft. Wayne, Indiana 

ZOLLNER CORP. 

1100 N. Woodward Ave. 
Birmingham, Mich. 


Pistons, Aluminum Alloy, Repaired 


BRODIE SYSTEM, INC. 
115 Clifton Place 
Brooklyn 38, New York 
RALPH STARK, INC. 
43-12 33rd St. 

Long Island City |, N. Y. 


Pistons, Bi-Metallic 


GILLETT & EATON, INC. 

Lake City, Minn. 

UNITED ENGINE & MACHINE CO. 
310 Preda Street 

San Leandro, Calif. 


Pistons, Cast Iron 


GILLETT & EATON, INC. 
Lake City, Minnesota 
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Plating, Chrome 
See also “Chromium” headings. 
CHROMIUM CORP. OF AMERICA 
8701 Union Ave. 
Cleveland 5, Ohio 
METAL FINISHERS, INC. 
1725 E. 27th St. 
Cleveland 14, Ohio 
METAL FINISHERS, INC. 
3125 Brinkerhoff Rd. 
Kansas City 15, Kansas 
SPAR-TAN ENGINEERING CO. 
496 Bauchet St. 
Los Angeles 12, Calif. 
VAN DER HORST CORP. OF AMERICA 
Davis Ave. 
Olean, New York 


Plating, Iron 


VAN DER HORST CORP. OF AMERICA 
Davis Ave. 
Olean, New York 


Plating, Porous Chromium 


SPAR-TAN ENGINEERING CO. 
496 Bauchet St. 
Los Angeles 12, Calif. 


Polishing Stands 


CRANE PACKING CO. 
6400 Oakton St. 
Morton Grove, Ill. 


Portable Power Units 
See “Power Units” 
ALLIS-CHALMERS MFG. CO. 
1135 So. 70th Street 
Milwaukee 14, Wisconsin 
AMERICAN M-A-N CORP. 
Suite 4830 500-5th Ave. 
New York 36, N. Y. 
CERLIST DIESEL, INC. 
1709 North Church St. 
Burlington, N. C. 
CHICAGO PNEUMATIC TOOL CO. 
6 E. 44th St. 
New York 17, N. Y. 
CONSOLIDATED DIESEL ELECTRIC 


CORP. 

POWER EQUIPMENT DIVISION 
880 Canal St. 

Stamford, Conn. 

DAIMLER-BENZ of NORTH AMERICA 
INC. INDUSTRIAL DIVISION 
126-56 Northern Blvd. 

Flushing, New York 

DETROIT DIESEL ENGINE DIV. 
GENERAL MOTORS CORP. 
13400 West Outer Drive 

Detroit 28, Mich. 

NORDBERG MFG. CO. 

3073 South Chase Ave. 

Milwaukee |, Wisconsin 
WAUKESHA MOTOR COMPANY 
West St. Paul Avenue 

Waukesha, Wisconsin 

WITTE ENGINE WORKS, 

OIL WELL SUPPLY 

DIV. OF UNITED STATES STEEL CORP. 
1600 Oakland Avenue 

Kansas City 26, Missouri 


Power Plants, Automatically 
Controlled 


ALLIS-CHALMERS MFG. CO. 
ENGINE-MATERIALS HANDLING DIV. 
1135 So. 70th Street 

Milwaukee 14, Wisconsin 

CHICAGO PNEUMATIC TOOL CO. 

6 East 44 St. 

New York 17, N. Y. 
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CONSOLIDATED DIESEL ELECTRIC 
CORP., POWER EQUIPMENT DIVISION 
880 Canal St. 

Stamford, Conn. 
COOPER-BESSEMER CORP. 

Mt. Vernon, Ohio 

INTERNATIONAL HARVESTER CO. 
180 N. Michigan Avenue 

Chicago |, Illinois 

NORDBERG MFG. CO. 

3073 S. Chase Ave. 

Milwaukee |, Wisc. 

WHITE DIESEL ENGINE DIV. 

THE WHITE MOTOR COMPANY 
1401 Sheridan Ave. 

Springfield, Ohio 


Power Supply, Standby 


Uninterrupted, 10-100 KW 
CONSOLIDATED DIESEL ELECTRIC 
CORP., POWER EQUIPMENT DIVISION 
880 Canal St. 

Stamford, Conn. 


Power Take-Offs 


See also “Clutch” headings. 
ROCKFORD CLUTCH DIVISION 
BORG-WARNER CORPORATION 
1301 18th Avenue 
Rockford, Ill. 

TWIN DISC CLUTCH CO. 
1328 Racine St. 
Racine, Wisc. 


Power Units 


CONSOLIDATED DIESEL ELECTRIC 
CORP. POWER EQUIPMENT DIVISION 
880 Canal Street 

Stamford, Conn. 


Power Units, Portable 


See also “Auxiliary Diesel Generating 
Sets,” “Diesel Generating Sets,’ head- 
ings under “Emergency ... ,” “Genera- 
tor... ,” “Diesel Power. . .” 

ALCO PRODUCTS, INC. 

Dept. 911, Box 1065 

Schenectady |, N. Y. 
ALLIS-CHALMERS MFG. CO. 

1135 So. 70th Street 

Milwaukee 14, Wisconsin 

AMERICAN M-A-N CORPORATION 
Suite 4830 500-5th Ave. 

New York 36, N. Y. 

CERLIST DIESEL, INC. 

1709 North Church St. 

Burlington, N. C. 

CONSOLIDATED DIESEL ELECTRIC 
CORP. 

880 Canal St. 

Stamford, Conn. 

DAIMLER-BENZ of NORTH AMERICA 
INC. INDUSTRIAL DIVISION 

126-56 Northern Blvd. 

Flushing, New York 

DETROIT DIESEL ENGINE DIV. 
GENERAL MOTORS CORP. 

13400 West Outer Drive 

Detroit 28, Mich. 

ENTERPRISE ENGINE & MACHINERY 


co. 

18th & Florida Streets 

San Francisco 10, California 
NORDBERG MFG. CO. 
3073 South Chase Ave. 
Milwaukee 1, Wisconsin 
WAUKESHA MOTOR CO. 
West St. Paul Ave. 
Waukesha, Wisccasin 
WITTE ENGINE WORKS, 
OIL WELL SUPPLY 

DIV. OF UNITED STATES STEEL CORP. 
1600 Oakland Avenue 
Kansas City 26, Missouri 


Pressure Switches 
See also “Switches” 
ROBERTSHAW-FULTON CONTROLS CO. 
FULTON SYLPHON DIV. 
P. O. Box 400 


Knoxville 1, Tenn. 


Pullers, Gear, Bushing, 
Wheel 


SNAP-ON TOOLS CORPORATION 
8064 28th Avenue 
Kenosha, Wisconsin 


Pump Calibrating Test Stands 
See also “Test Stand, Diesel Fuel Pump” 
BACHARACH INDUSTRIAL 
INSTRUMENT CO. 
200 N. Braddock Ave 
Pittsburgh 8, Pa. 


Pumping Units, Diesel 
AMERICAN M-A-N CORP. 
Suite 4830 500-5th Ave. 
New York 36, N. Y. 
CONSOLIDATED DIESEL ELECTRIC 
CORP., POWER EQUIPMENT DIVISION 
880 Canal St. 
Stamford, Conn. 
NORDBERG MANUFACTURING CO. 
3073 S. Chase Avenue 
Milwaukee |, Wisconsin 
ROPER HYDRAULICS, INC. 
P. O. Box 269 
Commerce, Georgia 
R. H. SHEPPARD CO., INC. 
101 Middle St. 
Hanover, Penna. 
WHITE DIESEL ENGINE DIVISION 
THE WHITE MOTOR CO. 
1401 Sheridan Ave. 
Springfield, Ohio 
WITTE ENGINE WORKS, 
OIL WELL SUPPLY 
DIV. OF UNITED STATES STEEL CORP. 
1600 Oakland Avenue 
Kansas City 26, Missouri 


Pumps, Barrel (Hand) 
WAYNE PUMP CO. 
Griffin St. 

Ft. Wayne, Ind. 


Pumps, Before & After Lube 


WAYNE PUMP CO. 
Griffin St. 
Ft. Wayne, Ind. 


Pumps, Centrifugal 


CHAIN BELT CO. 

4701 W. Greenfield Ave. 
Milwaukee |, Wisconsin 

DE LAVAL STEAM TURBINE CO. 
Notingham Way 

Trenton 2, N. J. 


Pumps, Cooling Water 


SCHWITZER CORPORATION 
1125 Massachusetts Ave. 
Indianapolis 7, Ind. 
WOHLERT CORP. 

700 E. Grand River 

Lansing, Mich. 


Pumps, Fuel Oil Injection 
See also “Injection Equipment”, etc. 

AMERICAN BOSCH SALES DIV. 
AMERICAN BOSCH ARMA CORP. 
Springfield 7, Mass. 
C.A.V. FUEL INJECTION EQUIPMENT, 
DIV. OF LUCAS ELECTRICAL SERVICES, 
INC. 
14820 Detroit Ave. 
Cleveland 7, Ohio 





DIESEL EQUIPMENT DIV. 
GENERAL MOTORS CORP. 
2100 Burlingame S. W. 
Grand Rapids |, Mich. 


FUEL INJECTION DIVISION 


HARTFORD MACHINE SCREW CO. 


DIV. of STANDARD SCREW CO. 
Hartford 2, Conn. 

KORODY MARINE CORP. 
KERMATH ENGINE WORKS DIV. 
12822 Simms Ave. 

Hawthorne, Calif. 

ROBERT BOSCH CORP. 

40-25 Crescent St. 

Long Island City I, N. Y. 
SCINTILLA DIV. 

THE BENDIX CORP. 

Sherman Ave. 


Sydney, N. Y. 


Pumps, Fuel Transfer 


DE LAVAL STEAM TURBINE CO. 
Notingham Way 
Trenton 2, N. J. 


FUEL INJECTION DIVISION 


HARTFORD MACHINE SCREW CO. 


DIV. of STANDARD SCREW CO. 
Hartford 2, Conn. 

INTERSTATE DIESEL SERVICE, INC. 
2093 East 19 Street 

Cleveland 15, Ohio 

ROPER HYDRAULICS, INC. 

P. O. Box 269 

Commerce, Georgia 


Pumps, Hydraulic 
AMERICAN BOSCH SALES DIV. 
AMERICAN BOSCH ARMA CORP. 
Springfield 7, Mass. 
DE LAVAL STEAM TURBINE CO. 
Notingham Way 
Trenton 2, N. J. 
ROPER HYDRAULICS, INC. 
P. O. Box 269 
Commerce, Georgia 


Pumps, Oil 
DE LAVAL STEAM TURBINE CO. 
Notingham Way 
Trenton 2, N. J. 
MANZEL DIV. 
HOUDAILLE INDUSTRIES, INC. 
315 Babcock St. 
Buffalo 10, New York 
ROPER HYDRAULICS, INC. 
P. D. Box 269 


Commerce, Georgia 


Pumps, Rotary Gear Type 
ROPER HYDRAULICS, INC. 
P. O. Box 269 
Commerce, Georgia 
WAYNE PUMP CO. 
Griffin St. 
Ft. Wayne, Ind. 
WOHLERT CORP. 
700 E. Grand River 
Lansing, Mich. 


Pumps, Rotary, Hand-Driven 


PRACTICAL MFG. CO. 
2840 4th Ave. S. 
Minneapolis 8, Minn. 


Pumps, Rotary, Screw Type 
DE LAVAL STEAM TURBINE CO. 
Notingham Way 
Trenton 2, N. J. 


Pumps, Storage (Transfer) 
WAYNE PUMP CO 
Griffin St. 
Ft. Wayne, Ind. 


Pumps, Vacuum 


KENT-MOORE ORG. INC. 
28635 Mound Road 
Warren, Michigan 


Purifiers, Fuel and Lubricating 
Oil 
See also “Centrifugal Purifiers, Lube and 

Fuel Oil,” headings under “Separators,” 
“Filters,” “Oil Purification . . .” 

COMMERCIAL FILTERS CORP. 

2 Main St., Dept. DP 

Melrose 76, Mass. 

HOFFMAN-ALLEN CORP. 

522 N. Fremont 

Springfield, Mo. 

WM. W. NUGENT & CO. (INC.) 

3440 Cleveland St. 

P. O. Box 314 

Skokie, Ill. 

THE SHARPLES CORP. 

2300 Westmoreland St. 

Philadelphia 40, Penna. 


Push Rods 


THE CHICAGO SCREW CO. 
2701 Washington Blvd. 
Bellwood, Ill. 

WOHLERT CORP. 

700 E. Grand River 

Lansing, Mich. 


Pyrometers, Exhaust 


ILLINOIS TESTING LABORATORIES, 
420 N. LaSalle St. 

Chicago 10, Ill. 
MINNEAPOLIS-HONEYWELL 
REGULATOR CO. 

INDUSTRIAL DIVISION 

Wayne and Windrim Avenues 
Philadelphia 44, Pennsylvania 


Pyrometers, Portable 
ILLINOIS TESTING LABORATORIES, 
420 N. LaSalle St. 
Chicago 10, Ill. 


Racks, Gear 


BRAD FOOTE GEAR WORKS, INC. 
1315 S. Cicero Ave. 
Cicero 50, Ill. 


Radiator Shutters, Automatic 
KYSOR HEATER CO. 
1100 W. Wright St. 
Cadillac, Mich. 


Radiators, Engine Cooling 
See also headings under “Cooling” 
“Water Cooling” 
THE ROME-TURNEY RADIATOR CO. 
Rome, New York 
YATES-AMERICAN MACHINE CO. 
729 Fourth Street 
Beloit, Wisconsin 
YOUNG RADIATOR COMPANY 
709 S. Marquette St. 
Racine, Wisconsin 


Rail Car Engines 
AMERICAN M-A-N CORPORATION 


Suite 4830 500-5th Ave. 
New York 36, N. Y. 


Reclaimers, Lubricating Oil 
THE HILLIARD CORPORATION 
120 W. 4th Street 
Elmira, New York 
HOFFMAN-ALLEN CORP. 

522 N. Fremont 
Springfield, Mo. 


Reducers, Speed 
See also headings under “Gears” “Speed” 
BRAD FOOTE GEAR WORKS, INC. 


1315 S. Cicero Ave. 
Cicero 50, Ill. 


Regulators, Current & Voltage 
See also “Voltage Regulators’; 
THE ELECTRIC AUTO-LITE CO. 
Champlain Street 
Toledo 1, Ohio 


Regulators, Generator Voltage 
See also _magesatonn, Current and Voltage” 

“Voltage Regulators’; 

AMERICAN BOSCH SALES DIV. 

AMERICAN BOSCH ARMA CORP. 

Springfield 7, Massachusetts 

BROWN BOVERI CORP. 

19 Rector St., N. Y. 6, N. Y. 

THE ELECTRIC AUTO.-LITE CO. 

Champlain St. 

Toledo 1, Ohio 

ELECTRIC MACHINERY MFG. CO. 

800 Central Ave. 

Minneapolis 13, Minn. 


Regulators, Oil Level 
POWER PLUS CORP. 
4462 E. Washington Blvd. 
Los Angeles 39, Calif. 


Regulatcrs, Temperature 
See also “Temperature” headings 
ROBERTSHAW-FULTON CONTROLS CO. 
FULTON-SYLPHON DIVISION 
P. O. Box 400 


Knoxville 1, Tennessee 


Relays 


SYNCHRO-START PRODUCTS, INC. 
8151 N. Ridgeway Ave. 
Skokie, Illinois 


Repair Stands, Engine 


KENT-MOORE ORG. INC. 
28635 Mound Road 
Warren, Michigan 


Repairs, Diesel 


See also “Diesel Engines, Reconditioner”’ 
and repair listings under “Castings,” 
‘Cylinder Heads,” “Liners” 


NATIONAL MARINE SERVICE, INC. 
800 Delmar St. 

Hartford Ill. 

LEO M. SHANAHAN CO. 

4274 So. Hoover St. 

Los Angeles 37, Calif. 


Rust Preventives 
See also “Anti-Rust Compounds” 
SHELL OIL CO. 
50 West 50th St. 
New York 20, N. Y. 


Rust Removers 


BALL CHEMICAL COMPANY 
1486 Butler Plank Rd. 
Glenshaw, Penna. 

TURCO PRODUCTS, INC. 
24600 South Main St. 
Wilmington, Calif. 


Safety Controls, Engine 
See also “Controls, Engine Safety,” “Alarm 
Sytems, Pressure & Temperature” 
DETROIT CONTROLS 
DIV. of AMERICAN-STANDARD 
5900 Trumbull Ave. 
Detroit 8, Michigan 
HOERBIGER CORP. OF AMERICA 
160 Van Brunt Street 
Brooklyn 31, N. Y. 
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MINNEAPOLIS-HONEYWELL 
REGULATOR CO. 
INDUSTRIAL DIV. 

Wayne & Windrim Aves. 
Philadelphia 44, Pa. 


PENN CONTROLS, INC. 

Goshen, Indiana 

ROBERTSHAW-FULTON CONTROLS CO. 
FULTON SYLPHON DIVISION 

P. O. Box 400 


Knoxville 1, Tenn. 


Screw Machine Products 


FUEL INJECTION DIVISION 
HARTFORD MACHINE SCREW CO. 
DIV. of STANDARD SCREW CO. 
Hartford 2, Conn. 

SCHWITZER CORP. 

1125 Massachusetts Ave. 
Indianapolis 7, Indiana 


Screw Machine Products, 
Hardened & Ground 


CHANDLER PRODUCTS CORP. 
1420 Chardon Road 

Cleveland 17, Ohio 

THE CHICAGO SCREW CO. 
2701 Washington Blvd. 

Bellwood, Illinois 

FUEL INJECTION DIVISION 
HARTFORD MACHINE SCREW CO. 
DIV. of STANDARD SCREW CO. 
Hartford 2, Conn. 

THE TORRINGTON CO. 

59 Field St. 


Torrington, Conn. 


Sealing Rings 
DOUBLE SEAL RING CO. 
2065 Montgomery St. 
Fort Worth, Texas 
KOPPERS CO., INC. 
METAL PRODUCTS DIV. 
200 Scott St. 
Baltimore 30, Md. 
PERFECT CIRCLE CORP. 
522 So. Washington 


Hagerstown, Indiana 


Seals, Automatic Shaft 
KOPPERS CO., INC. 
METAL PRODUCTS DIV. 
200 Scott St. 

Baltimore 30, Md. 
SCHWITZER CORP. 
1125 Massachusetts Ave. 
Indianapolis 7, Ind. 


Seals, Valve 


PERFECT CIRCLE CORP. 
552 So. Washington 
Hagerstown, Ind. 


Self-Retaining Nuts 


COLUMBIA NUT & BOLT CO. 
945 Main Street 
Bridgeport 3, Conn. 


Separators 


See also “Centrifugal Purifiers, Lube and 
Fuel Oil,” headings under “Separators,” 
“Fuel 


“Purifiers,” “Oil Purifications,” 
Filter and Water Separators.” 
VORTOX COMPANY 
121 S. Indian Hill Blvd. 
Claremont, Calif. 


Shafts, Hardened and Ground 


FUEL KNJECTION DIVISION 
HARTFORD MACHINE SCREW CO. 
DIV. of STANDARD SCREW CO. 
Hartford 2, Conn. 

OHIO CRANKSHAFT CO. 

3800 Harvard Ave. 

Cleveland 5, Ohio 
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THE TORRINGTON CO. 
59 Field St. 
Torrington, Conn. 


Shutters, Automatic Radiator 


KYSOR HEATER CO. 
1100 W. Wright St. 
Cadillac, Mich. 


Signals, Pressure, Liquid Level, 
Temperature 


ROBERTSHAW-FULTON CONTROLS CO. 


FULTON SYLPHON DIV. 
P. O. Box 400 


Knoxville |, Tann. 


Silencers, Air Filter, Intake 
See also headings under “Mufflers” 
BURGESS-MANNING CO. 
INDUSTRIAL SILENCER DIV. 
9207 Sovereign Row 
Dallas 35, Texas 


Silencers, Exhaust 
See heading above 

ALEXANDER-TAGG INDUST., INC. 
Jacksonville Road 
Hatboro, Penna. 
THE J. B. BEAIRD CO., INC. 
6200 St. Vincent Ave. 
Shreveport, Louisiana 
BURGESS-MANNING CO. 
INDUSTRIAL SILENCER DIV. 
9207 Sovereign Row 
Dallas 35, Texas 
KITTELL MUFFLER & ENGRG., INC. 
1977 Blake Avenue 
Los Angeles 39, California 
KOPPERS CO., INC. 
METAL PRODUCTS DIV. 
200 Scott St. 
Baltimore 30, Md. 
NELSON MUFFLER CORP. 
Box 60 
Stoughton, Wisconsin 


Silencers, Intake 
See headings above 

THE J. B. BEAIRD CO., INC. 
6200 St. Vincent Ave. 
Shreveport, Louisiana 
BURGESS-MANNING CO. 
INDUSTRIAL SILENCER DIV. 
9207 Sovereign Row 
Dallas 35, Texas 
KITTELL MUFFLER & ENGRG., INC. 
1977 Blake Avenue 
Los Angeles 39, California 
KOPPERS CO., INC. 
METAL PRODUCTS DIV. 
200 Scott St. 
Baltimore 30, Md. 


Sleeve Assembly Kits 
WHITE MACHINE WORKS 
P. O. Box 24 


Eau Claire, Wisconsin 


Solenoids, D. C. 
SYNCHRO-START PRODUCTS, INC. 
8151 N. Ridgeway Ave. 

Skokie, Ill. 


Solvents 
See also “Cleaning Compounds” 
LIX CORP. OF MISSOURI 
300 W. 80th St. 
Kansas City 14, Mo. 
PRACTICAL MFG. CO. 
2840 4th Ave. S. 
Minneapolis 8, Minn. 


Solvents, Degreasing 
See also “Cleaning Compounds” 

BRULIN & COMPANY, INC. 
2939-45 Columbia Ave. 
Indianapolis 7, Ind. 
LIX CORP. OF MISSOURI 
300 W. 80th St. 
Kansas City 14, Mo. 
LUBAID COMPANY 
3270 S. 3rd St. 
Milwaukee 7, Wisc. 
PRACTICAL MFG. CO. 
2840 4th Ave. S. 
Minneapolis 8, Minn. 
TURCO PRODUCTS, INC. 
24600 South Main St. 
Wilmington, Calif. 


Solvents, Rust 
SPRAY PRODUCTS CORP. 
P. O. Box 844 
Camden, N. J. 


Spacers, Steel or Aluminum 
FEDERAL-MOGUL DIV. 
FEDERAL-MOGUL-BOWER BEARINGS, 
11031 Shoemaker Ave. 

Detroit 13, Mich. 


Spark Arrestors 
KITTELL MUFFLER & ENGINEERING CO. 
1977 Blake Ave. 
Los Angeles 39, Calif. 


Spark Plugs, Gas Engine 


ROBERT BOSCH CORP. 
40-25 Crescent St. 
Long Island City |, N. Y. 


Special Metal Parts 


THE TORRINGTON CO. 
59 Field St. 
Torrington, Conn. 


Speed Reducers and Increasers 
See also headings 
ducers, Speed” 
BRAD FOOTE GEAR WORKS, INC. 
1315 S. Cicero Avenue 
Cicero 50, Ill. 
DE LAVAL STEAM TURBINE CO. 
Notingham Way 
Trenton 2, New Jersey 
SNOW-NABSTEDT GEAR CORP. 
251 Welton St. 
Hamden, Conn. 


under “Gears” ‘Re- 


Sprays, Diesel Starting 
See also “Fluid, Diesel Starting,” headings 
under “Starting,” “Diesel Starting Fluid” 
TURNER CORP. 
Sycamore, Ill. 


Sprockets 


CHAIN BELT CO. 

4701 W. Greenfield Ave. 
Milwaukee |, Wisconsin 
DIAMOND CHAIN CO. 
402 Kentucky Ave. 
Indianapolis 7, Indiana 


Starting Aids 
See also “Fluid, Diesel Starting,” 

... 7” “Diesel Starting Fluid,” 
Can Remote Control Primer” 

CUMMINS ENGINE CO. 

Columbus, Indiana 

DIESEL EQUIPMENT DIV. 

GENERAL MOTORS CORP. 

2100 Burlingame S. W. 

Grand Rapids |, Mich. 

KIM HOTSTART MFG. CO. 

917 W. Broadway 

Spokane i, Wash. 


“Spray 
‘Aerosol 





PHILLIPS MFG. CO., INC. 
8200 Grand Ave. 
Minneapolis 20, Minn. 
SILOO, INC. 

9 East 45th St. 

New York 17, N. Y. 
START PILOT CORP. 
61 Second St. 
Mineola, New York 
TURNER CORP. 
Sycamore, Ill. 


Starting Air Compressors, Engine 


Driven 
See also headings under “Compressers” 

HAWKER SIDDELEY BRUSH INC. 
34-14 58th Street 
Woodside 77, New York 
INGERSOLL-RAND CO. 
I! Broadway 
New York 4, N. Y. 


Starting Air Compressors, Motor 


Driven 
See also headings above 


INGERSOLL-RAND CO. 
11 Broadway 
New York 4, N. Y. 


Starting Fluid 


See also “Spray, Starting Fluid” and other 


headings listed there 
THE CALIFORNIA OIL CO. 
1200 State Street 
Perth Amboy, N. J. 
SPRAY PRODUCTS CORP. 
P. O. Box 844 
Camden |, New Jersey 


Starting Fluid, Aerosol Cans 
START PILOT CORP. 
61 Second St. 
Mineola, N. Y. 


Starting Fluid, Aluminum 
Capsules 
START PILOT CORP. 
61 Second St. 
Mineola, N. Y. 


Starting Motors, Diesel Air 
See also “Cranking Motors, Air’ 
INGERSOLL-RAND CO. 


11 Broadway 
New York, N. Y. 


Starting Motors, Diesel Electric 
THE ELECTRIC AUTO.-LITE CO. 
Champlain Street 
Toledo !, Ohio 


Starting Motors, Hydraulic 
AMERICAN BOSCH SALES DIV. 
AMERICAN BOSCH ARMA CORP. 
Springfield 7, Mass. 

DETROIT DIESEL ENGINE DIV. 
GENERAL MOTORS CORP. 
13400 West Outer Drive 

Detroit 28, Michigan 

HAWKER SIDDELEY BRUSH INC. 
34-14 58th Street 

Woodside 77, New York 


Starting Primers, Manual, Semi 
and Fully Automatic 


START PILOT CORP. 
61 Second St. 
Mineola, N. Y. 


Steam Cleaning Equipment 
CLAYTON MANUFACTURING CO. 
423 N. Temple City Blvd. 

El Monte, California 


TURCO FRODUCTS, INC. 
24600 South Main St. 
Wilmington, Calif. 


Steel Pipe Welded 
ALCO PRODUCTS, INC. 
Dept. 911, Box 1065 
Schenectady |, N. Y. 


Strainers, Oil 
THE CUNO ENG. CORP. 
80 South Vine St. 
Meriden, Conn. 
ELLIOTT COMPANY 
Jeannette, Pa. 
THE HILLIARD CORPORATION 
120 W. 4th Street 
Elmira, New York 
WM. W. NUGENT & CO. [INC.) 
3440 Cleveland St. 
P. O. Box 314 
Skokie, Ill. 


Strainers, Water, Single & Duplex 
THE CUNO ENG. CORP. 
80 South Vine St. 
Meriden, Conn. 
ELLIOTT CO. 
Jeannette, Pa. 
WM. W. NUGENT & CO. [(INC.) 
3440 Cleveland St. 
P. O. Box 314 
Skokie, Ill. 


Studs, Ferrous & Non-Ferrous 
Metals 


ERIE BOLT & NUT CO. 
1325 Liberty Street 
Erie, Penn. 


Supercharger Intercoolers 


See also headings under “Aftercoolers,” 


“Coolers” 
YOUNG RADIATOR COMPANY 
709 South Marquette St. 
Racine, Wisconsin 
YATES AMERICAN MACHINE CO. 
729 4th Street 
Beloit, Wisconsin 


Supercharging Blowers 
See also “Blower” headings; 

DE LAVAL STEAM TURBINE CO. 
Notingham Way 
Trenton 2, N. J. 
SCHWITZER CORP. 
1125 Massachusetts Ave. 
indianapolis 7, Indiana 
WILLOUGHBY WORKS 
THOMPSON RAMO WOOLDRIDGE 
4583 Biedler Road 
Willoughby, Ohio 


Surface, Heat Exchanger 
See also ‘Heat Exchanger” heading 


THE ROME-TURNEY RADIATOR CO. 
Rome, New York 





Suspensions, Air 
CLARK EQUIPMENT CO. 
P. O. Box 31 
Buchanan, Mich. 


Switches, Automatic Transfer 
EUCLID EQIUPMENT, INC. 
517 Atlantic Ave. 
Freeport, New York 


Switches, Oil Pressure 
See also “Pressure Switches” 
SYNCHRO-START PRODUCTS, INC. 
8151 N. Ridgeway Ave. 
Skokie, Ill. 


Switches, Solenoid 
THE ELECTRIC AUTO-LITE CO. 
Champlain Street 
Toledo |, Ohio a 
SYNCHRO-START PRODUCTS, INC. 
8151 N. Ridgeway Avenue 
Skokie, Illinois 


Switches, Speed-Sensitive 
SYNCHRO-START PRODUCTS, INC. 
8151 N. Ridgeway Ave. 

Skokie, Ill. 


Switches, Starting 
SYNCHRO-START PRODUCTS, INC. 
8151 N. Ridgeway Ave. 

Skokie, Ill. 


Switches, Water Temperature 
SYNCHRO-START PRODUCTS, INC. 
8151 N. Ridgeway Ave. 

Skokie, Ill. 


Switchboard and Instruments 
EUCLID EQUIPMENT, INC. 
517 Atlantic Ave. 
Freeport, New York 


Switchgear 


CONSOLIDATED DIESEL ELECTRIC CORP. 
POWER EQUIPMENT DIVISION 
880 Canal Street 

Stamford, Connecticut 

ELECTRIC MACHINERY MFG. CO. 
800 Central Ave. 

Minneapolis 13, Minn. 

EUCLID EQUIPMENT, INC. 

517 Atlantic Ave. 

Freeport, New York 

HAWKER SIDDELEY BRUSH INC. 
34-14 58th Street 

Woodside 77, New York 

IDEAL ELECTRIC & MFG. CO. 
Mansfield 60, Ohio 


Synchronizers, Automatic 
ELECTRIC MACHINERY MFG. CO. 
800 Central Ave. 

Minneapolis 13, Minn. 


Tachometers, Centrifugal 
BARBOUR-STOCKWELL INSTRUMENTS 


80 Cambridge St. 
Worcester 3, Mass. 


Tachometers, Hand 


BARBOUR-STOCKWELL INSTRUMENTS 
80 Cambridge St. 

Worcester 3, Mass. 

KENT-MOORE ORGANIZATION, INC. 
28635 Mound Rd. 

Warren, Mich. 

THE KORFUND CO., INC. 

Cantiaque Rd., Dept. 20D 

Westbury, New York 


Tachometers, Mechanical 


BARBOUR-STOCKWELL INSTRUMENTS 
80 Cambridge St. 

Worcester 3, Mass. 

KENT-MOORE ORGANIZATION, INC. 
28635 Mound Rd. 

Warren, Mich. 


Temperature Recorders 
BACHARACH INDUSTRIAL INSTRUMENT 
Cc 


O. 
200 North Braddock Avenue 
Pittsburgh 8, Pennsylvania 
ROBERTSHAW-FULTON CONTROLS CO. 
FULTON SYLPHON DIV. 
P. O. Box 400 


Knoxville |, Tenn. 
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Temperature Regulators, Cooling 
Water 
See also “Regulatcrs, 
“Valves, Thermostatic” 
AMOT CONTROLS CORP. 
Ist St. & Nevin Ave. 
Richmond, Calif. 
ROBERTSHAW-FULTON CONTROLS CO. 
FULTON SYLPHON DIV. 
P. O. Box 400 


Knoxville 1, Tenn. 


Temperature,” 


Test Sets, Heavy Duty Generator, 
Regulator 
WEIDENHOFF CORP. 


Algona, lowa 


Test Stand, Govenors 


MARINE PUMPS, INC. 
226 N. Marine Ave. 
Wilmington, Calif. 


Test Stands, Diesel Fuel Pump 
See also “Pump Calibrating Test Stand” 
BACHARACH INDUSTRIAL INSTRUMENT 
co 


200 North Braddock Avenue 
Pittsburgh 8, Pennsylvania 


KENT-MOORE ORG. INC. 
28635 Mound Road 
Warren, Michigan 


MARINE PUMPS, INC. 
226 N. Marine Ave. 
Wilmington, Calif. 


Test Stands, Heavy Duty 
Generator, Regulator 
WEIDENHOFF CORP. 
Algona, lowa 
Testers, Nozzle 


See also “Diesel Nozzle Testers,” ‘‘Nozzle 
Testers,” “Injection Test Stands” 


BACHARACH INDUSTRIAL INSTRUMENT 
co 


200 North Braddock Ave-ue 
Pittsburgh 8, Pennsylvania 
Testers, Valve Spring 


KENT-MOORE ORG. INC. 
28635 Mound Road 
Warren, Michigan 


P. A. STURTEVANT CO. 
Addison, Ill. 


Testers, Battery 
See also “Battery Testers” 
KENT-MOORE ORG.., INC. 


28635 Mound Rd. 
Warren, Mich. 


WEIDENHOFF CORP. 
Algona, lowa 


Testing For Cracks 
MAGNAFLUX CORPORATION 
7328 West Lawrence Ave. 
Chicago 3}, Illinois 


Testing For Leaks 
MAGNAFLUX CORPORATION 
7328 West Lawrence Ave. 
Chicago 31, Illinois 


Testing Instruments, Electrical 
See also “Electrical Test Equipment.” 


KENT-MOORE ORG. INC. 
28635 Mound Road 

Warren, Michigan 

SPERRY PRODUCTS CO. 
DIV. OF HOWE SOUND CO. 
6200 Merriam Drive 

Merriam, Kansas 
WEIDENHOFF CORP. 


Algona, lowa 
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Testing Instruments, Oil 


See also “Lubricating Oil Test Kit’ 


THE GERIN CORPORATION 
Avon, N. J. 


Thermocouples 


ILLINOIS TESTING LABORATORIES, INC. 
420 N. LaSalle Street 
Chicago 10, Ill. 


Thermometers 


See “Gages, Temperature” 
ROCHESTER MFG. CO., INC. 
34 Rockwood St. 

Rochester 10, New York 


Thermometers, Dial Indicating 


BACHARACH INDUSTRIAL INSTRUMENT 
co. 

200 North Braddock Avenue 

Pittsburgh 8, Pennsylvania 

THE ELECTRIC AUTO-LITE CO 
Champlain St. 

Toledo 1, Ohio 

ROBERTSHAW-FULTON CONTROLS CO. 
FULTON SYLPHON DIV. 

P. O. Box 400 

Knoxville 1, Tenn. 

ROCHESTER MFG. CO., INC. 

34 Rockwood St. 

Rochester 10, New York 


Thermometers, Dial Indicating, 


Distance Type 
ROCHESTER MFG. CO., INC. 
34 Rockwood St. 

Rochester 10, New York 


Thermometers, Fiue Gas 


BACHARACH INDUSTRIAL INSTRUMENT 
co 


200 North Braddock Avenue 
Pittsburgh 8, Pennsylvania 
ROCHESTER MFG. CO., INC. 
34 Rockwood St. 

Rochester 10, N. Y. 


Thermometers, Indicating 


BACHARACH INDUSTRIAL INSTRUMENT 
co 


200 North Braddock Avenue 
Pittsburgh 8, Pennsylvania 
ROCHESTER MFG. CO., INC. 
34 Rockwood St. 

Rochester 10, New York 


Thermometers, Portable 


Recording 
— INDUSTRIAL INSTRUMENT 
(eo) 


200 North Braddock Avenue 
Pittsburgh 8, Pennsylvania 


Tools, Diesel Engine Service 


ALBERTSON & CO., INC. 

Sioux City 2, lowa 

BACHARACH INDUSTRIAL 
INSTRUMENT CO. 

200 N. Braddock Ave. 

Pittsburgh 8, Pa. 

KENT-MOORE ORGANIZATION, INC. 

28635 Mound Rd., Warren, Mich. 

WILKENING MFG. CO. 

2000 S. 7Ist St. 

Philadelphia 42, Pa. 


Tools, Mechanic’s Hand 


KENT-MOORE ORG., INC. 

28635 Mound Rd. 

Warren, Mich. 

SNAP-ON TOOLS CORPORATION 
8064 28th Avenue 

Kenosha, Wisconsin 


Torch, Gasoline, Propane 
TURNER CORP. 


Sycamore, Ill. 


Torque Converters 
See also “Converters, Torque’; 

CLARK EQUIPMENT CO. 
P. O. Box 31 
Buchanan, Mich. 
ROCKWELL-STANDARD CORP. 
TRANSMISSION & AXLE DIV. 
100-400 Clark Ave. 
Detroit, Mich. 
TWIN DISC CLUTCH CO. 
1328 Racine St. 
Racine, Wisc. 


Torque Converter Transmission 
Combinations 

CLARK EQUIPMENT CO. 
P. O. Box 31 
Buchanan, Mich. 
ROCKWELL-STANDARD CORP. 
TRANSMISSION & AXLES DIV. 
100-400 Clark Ave. 
Detroit, Mich. 
TWIN DISC CLUTCH CO. 
1328 Racine St. 


Racine, Wisc. 


Transmissions 


BRAD FOOTE GEAR WORKS, INC. 
1315 S. Cicero Ave. 

Cicero 50, Ill. 

CLARK EQUIPMENT CO. 

P. O. Box 31 

Buchanan, Mich. 

FEDERAL SEAL & GEAR CORP. 
522 N. Krueger 

Kendallville, Indiana 
ROCKWELL-STANDARD CORP. 
TRANSMISSION & AXLE DIV. 
100-400 Clark Ave. 

Detroit, Mich. 

THE SNOW-NABSTEDT GEAR CORP. 
251 Welton Street 

Hamden, Conn. 

TWIN DISC CLUTCH CO. 

1328 Racine St. 

Racine, Wisconsin 


Transmissions, Power Shift 
ROCKWELL-STANDARD CORP. 
TRANSMISSION & AXLE DIV. 
100-400 Clark Ave. 

Detroit, Mich. 


Tubing, Finned 


THE ROME-TURNEY RADIATOR CO. 
Rome, New York 


Tubing, Flexible Metal 


See also headings under “Hoses,” ‘‘Flex- 
ible,” 


ANACONDA METAL HOSE DIV. 
THE AMERICAN BRASS CO. 
698 South Main St. 

Waterbury 20, Conn. 


Tubing, Flexible, Non-Metallic 
See heading above 
ANACONDA METAL HOSE DIV. 
THE AMERICAN BRASS CO. 
698 South Main St. 
Waterbury 20, Conn. 


Tubing, High Pressure 


ANACONDA METAL HOSE DIV. 

THE AMERICAN BRASS CO. 

698 South Main St. 

Waterbury 20, Conn. 

HUNTINGTON ALLOY PRODUCTS DIV. 
THE INTERNATIONAL NICKEL CO. 
Huntington 17, West Va. 





Turbochargers 
See also headings under “Blowers”; “‘Su- 
percharging Blowers”. 

AIRESEARCH INDUSTRIAL DIV. 
GARRETT CORP. 
9225 So. Aviation Blvd. 
Los Angeles 45, Calif. 
ALCO PRODUCTS, INC. 
Dept. 911, Box 1065 
Schenectady |, N. Y. 
BROWN BOVERI CORPORATION 
19 Rector Street 
New York 6, New York 
DE LAVAL STEAM TURBINE CO. 
Notingham Way 
Trenton 2, N. J. 
ELLIOTT COMPANY 
Jeannette, Penna. 
HAWKER SIDDELEY BRUSH INC. 
34-14 58th Street 
Woodside 77, New York 
SCHWITZER CORP. 
1125 Massachusetts Avenue 
Indianapolis 7, Indiana 
WILLOUGHBY WORKS 
THOMPSON RAMO WOOLDRIDGE 
4583 Biedler Road 
Willoughby, Ohio 


Unit Injectors, Exchange 
See also “Fuel Injection Systems, Repair 
Service,” “Injection Systems, Service” 
KORODY MARINE CORP. 
KERMATH ENGINE WORKS DIV. 
12822 Simms Ave. 
Hawthorne, Calif. 


Unit Injectors, Fuel Oil 
See also “Injection Systems, Fuel” 

AMERICAN BOSCH SALES DIV. 
AMERICAN BOSCH ARMA CORP. 
Springfield 7, Mass. 
DIESEL EQUIPMENT DIV. 
GENERAL MOTORS CORP. 
2100 Burlingame S. W. 
Grand Rapids |, Mich. 
SCINTILLA DIVISION 
THE BENDIX CORP. 
Sherman Ave. 
Sidney, New York 


Vacuum Gages 
See also “Gages, Vacuum” 
WEIDENHOFF CORP. 


Algona, lowa 


Valve Adjusters, Hydraulic 
See also “Hydraulic Valve Lifters’ 
DIESEL EQUIPMENT DIV. 
GENERAL MOTORS CORP. 
2100 Burlingame S. W. 
Grand Rapids |, Mich. 


Valve Guide Reamer 
HALL-TOLEDO, INC. 
2931 South Ave. 

Toledo 9, Ohio 


Valve Guides 
HOERBIGER CORP. OF AMERICA 
160 Van Brunt Street 
Brooklyn 31, N. Y. 


Valve Regrinders 
ALBERTSON & CO., INC. 
Sioux City 2, lowa 
HALL-TOLEDO, INC. 
2931 South Ave. 

Toledo 9, Ohio 


Valve Plates, Metallic 


HOERBIGER CORP. OF AMERICA 
160 Van Brunt Street 
Brooklyn 31, N. Y. 





Valve Plates, Non-Metallic 
Cc. LEE COOK CO. 
DIV. OF DOVER CORP. 
916 S. Eighth St. 
Louisville 3, Ky. 


Valve Seat Grinders 
ALBERTSON & CO., INC. 
Sioux City 2, lowa 
HALL-TOLEDO, INC. 
2931 South Ave. 

Toledo 9, Ohio 
KENT-MOORE ORG. INC. 
28635 Mound Road 
Warren, Michigan 


Valve Seat Inserter 
HALL-TOLEDO INC. 
2931 South Avenue 
Toledo 9, Ohio 


Valve Seat Inserts 


DIESEL EQUIPMENT DIV. 
GENERAL MOTORS CORP. 
2100 Burlingame 

Grand Rapids |, Mich. 
EATON MFG. CO. 

739 East 140th St. 
Cleveland 10, Ohio 

SPERRY PRODUCTS CO. 
DIV. OF HOWE SOUND CO. 
6200 Merriam Drive 

Merriam, Kansas 

WHITE MACHINE WORKS 
P. O. Box 24 

Eau Claire, Wisconsin 


Valve Tappets 


THE CHICAGO SCREW COMPANY 
270! Washington Blvd. 

Bellwood, Illinois 

DIESEL EQUIPMENT DIV. 

GENERAL MOTORS CORP. 

2100 Burlingame S. W. 

Grand Rapids |, Mich. 

EATON MANUFACTURING CO. 

739 East 140th Street 

Cleveland 10, Ohio 


Valves, Check 
HOERBIGER CORP. OF AMERICA 
160 Van Brunt Street 
Brooklyn 31, N. Y. 


Valves, Compressor 
HOERBIGER CORP. OF AMERICA 
160 Van Brunt Street 
Brooklyn 31, N. Y. 


Vaives, Crankcase Safety 
HOERBIGER CORP. OF AMERICA 
160 Van Brunt Street 
Brooklyn 31, N. Y. 


Valves, Engine 
EATON MANUFACTURING CO. 
VALVE DIV. 
739 East 140th Street 
Cleveland 10, Ohio 
HOERBIGER CORP. OF AMERICA 
160 Van Brunt Street 
Brooklyn 31, N. Y. 


Valves, Engine Indicator 
BACHARACH INDUSTRIAL INSTRUMENT 
co. 

200 North Braddock Ave. 

Pittsburgh 8, Penn. 

KIENE DIESEL ACCESSORIES INC. 
10352 Pacific Ave. 

Franklin Park, Illinois 


Valves, Fuel Cut-Off, 
Solonoid-Operated 
SKINNER ELECTRIC VALVE DIV. 
THE SKINNER CHUCK CO. 


New Britain, Conn. 


Valves, Packless 
ROBERTSHAW-FULTON CONTROLS CO. 
FULTON-SYLPHON DIVISION 
P. O. Box 400 


Knoxville 1, Tenn. 


Valves, Pressure Ratio 


AIRESEARCH INDUSTRIAL DIV. 
THE GARRETT CORP. 

9225 So. Aviation Blvd. 

Los Angeles 45, Calif. 


Valves, Scavenging 
HOERBIGER CORP. OF AMERICA 
160 Van Brunt Street 
Brooklyn 31, N. Y. 


Valves, Solonoid Operated 
DETROIT CONTROLS 
DIV. of AMERICAN-STANDARD 
5900 Trumbull Ave. 
Detroit 8, Michigan 
SKINNER ELECTRIC VALVE DIV. 
THE SKINNER CHUCK CO. 
New Britain, Conn. 


Valves, Thermostatic 
See also “Temperature Regulators,” 
ulators, Temperature” 
AMOT CONTROLS CORP. 
Ist St. & Nevin Ave. 
Richmond, Calif. 
DETROIT CONTROLS 
DIV. of AMERICAN-STANDARD 
5900 Trumbull Ave. 
Detroit 8, Mchigan 
ROBERTSHAW-FULTON CONTROLS CO. 
FULTON SYLPHON DIV. 
P. ©. Box 400 


Knoxville 1, Tenn. 


“Reg- 


Variable Speed Drives 
ELECTRIC MACHINERY MFG. CO. 
800 Central Avenue 
Minneapolis 13, Minn. 


Vessels, Pressure 


ALCO PRODUCTS, INC. 
Dept. 911, Box 1065 
Schenectady |, N. Y. 
AMERICAN M-A-N CORP. 
Suite 4830 500-5th Ave. 
New York 36, N. Y. 


Vibration Control 
HOUDAILLE INDUSTRIES, INC. 
500 E. Delavan Ave. 

Buffalo 11, N. Y. 

THE KORFUND CO.., INC. 
Cantiaque Rd., Dept. 20D 
Westbury, New York 


Vibration Eliminators 
See also “Dampers, Torsional Vibration” 

ANACONDA METAL HOSE DIV. 
THE AMERICAN BRASS CO. 
698 South Main St. 
Waterbury 20, Conn. 
FLEXONICS CORP. 
1363 S. 3rd Ave. 
Maywood, Ill. 
HOUDAILLE INDUSTRIES, INC. 
500 E. Delavan Ave. 
Buffalo il, N. Y. 
THE KORFUND CO., INC. 
Cantiaque Rd., Dept. 20D 
Westbury, New York 
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Viscosity Indicating Devices 


THE GERIN CORPORATION 
Avon, New Jersey 


Volt-Ammeters, Clamp-on Type 
See also “Ammeters, Tong Test Type’; 
COLUMBIA ELECTRIC MFG. CO. 
4537 Hamilton Ave. 
Cleveland 14, Ohio 
KENT-MOORE ORG., INC. 
28635 Mound Rd. 
Warren, Mich. 


Washers, Thrust 
FEDERAL-MOGUL DIV. 


FEDERAL-MOGUL-BOWER BEARINGS, 


INC. 
11031 Shoemaker Ave. 
Detroit 13, Mich. 


Waste Heat Boilers 


THE J. B. BEAIRD CO., INC. 
6200 St. Vincent Ave. 
Shreveport, Louisiana 


Water Brakes 


INDUSTRIAL ENGINEERING CO. 
Island Rd. & Suffolk St. 
Philadelphia 42, Penna. 


Water Softeners 
CLAYTON MFG. CO. 
401 N. Temple City Blvd. 
El Monte, Calif. 
PERRY FILTER DIVISION 
R. M. HOLLINGSHEAD CORP. 
840 Cooper Street 
Camden 2, New Jersey 


Water Temperature Regulators 


ROBERTSHAW-FULTON CONTROLS CO. 


FULTON SYLPHON DIV. 
P. O. Box 400 


Knoxville 1, Tenn. 


Welding, Diesel Parts 
BRODIE SYSTEM, INC. 
115 Clifton Place 
Brooklyn 38, New York 
LEO M. SHANAHAN CO. 
4274 So. Hoover St. 

Los Angeles 37, Calif. 
RALPH STARK, INC. 
43-12 33rd St. 

Long Island City |, N. Y. 


Weldments 
ALCO PRODUCTS, INC. 
Dept. 911, Box 1065 
Schenectady |, N. Y. 
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HUNTINGTON ALLOY PRODUCTS DIV. 
THE INTERNATIONAL NICKEL CO. 
Huntington 17, West Va. 


Worm Gears 
BRAD FOOTE GEAR WORKS, INC. 


1315 So. Cicero Avenue 
Cicero 50, Illinois 


Wrenches, Box, Open End 
SNAP-ON TOOLS CORP. 
8064 28th Avenue 


Kenosha, Wisconsin 


Wrenches, Socket 
SNAP-ON TOOLS CORP. 
8064 28th Avenue 
Kenosha, Wisconsin 


Wrenches, Torque 
KENT-MOORE ORGANIZATION INC. 
28635 Mound Rd. 

Warren, Mich. 

SNAP-ON TOOLS CORP. 
8064 28th Avenue 

Kenosha, Wisconsin 

P. A. STURTEVANT COMPANY 
Addison, Illinois 

SUNNEN PRODUCTS CO. 
7910 Manchester Ave. 

St. Louis 17, Mo. 





Please Remember To Say 


You Saw It In 
DIESEL POWER 





1. Michigan 85 D Loaders 
with A 6 L514 Deutz 


aircooled diesel 


3. 2000 BHP Deutz Diesel 
being lifted aboard 
the Ludwigshurg 


5. Generator set with Deutz 


nera 
Diesel A3 L514 





Dynamic Deutz Diesels are equally at home in front-end 
loaders, compactors, marine vessels, power plants, 


generators or ore carriers. There is a 


wide range of both 


air and water-cooled diesels. Unequalled reliability, rugged 


construction and high econ- 


is 
DIESEL ENERGY CORP.,82Beaver St.,N. Y.5.N.Y. 


™ Please send information on Deutz Diesels for: 


omy have been Deutz 
trademarks for over 90 
years. Any diesel applica- 
tion problems? Send coupon! 


<3 > 


Diesels 


For more information write in No. 94 


i 

| 
C) Marine C1) Power Equipment l 
CL) Mining (] Irrigation ne I 
(J Construction () Oil Pipe Line I 
I am a [() dealer () manufacturer (_) operator 
Name | 
Title | 
Company 


Address 
(eS TT AER J 
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Product Report: 





TINY TURBOCHARGER IS 
TOP-GRADE PERFORMER 


AiResearch’s new T-11, only 8-inches 
in diameter, boosts output, offers trigger-quick response 
for engines of 150-350 horsepower. 


Light, compact unit uses ‘’vortex flow” 

through turbine casing (left)—producing high 

velocity in exhaust gases entering turbine wheel. G ARRETT CORPORATION'S AiResearch Indus 
Nozzle ring is eliminated, reducing cost, im- trial Division has developed a new turbocharger that 
proving efficiency. Design allows much flexi they report combines successfully the twin virtues of 
bility in tailoring aerodynamic and thermody small size and high efficiency. This Model 'T-11 has the 
namic characteristics to fit specific applications. added advantage of low cost. It’s specially designed for 
Machining modifications of housing and wheel diesels in the 150 to 350-hp range. ‘Two years in de 
permit optimun matching of turbo velopment, it has performed successfully with exhaust 
characteristics. In compressor housing, right, temperatures up to 1600°F and has undergone exten 
similar modifications of compressor sive laboratory and field testing. Field tests include ap 
wheel and diffuser make possible perfect match to plication in earthmoving equipment, stationary power 
requirements of engines from 150 to 350 hp. plants and trucks 
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T-11’s turbine wheel “star” design 

is credited with giving extremely rapid response. 
Inertia, alone, is claimed to be one-third 

less than for other turbocharger rotors in its class. 
Blades extend from a small-diameter hub without 

a heavy back-shroud. Their taper and curvature 
produces very stiff blades, free from vibration 
problems and having lower stress levels. Highest qual- 
ity materials have been used in the critical 

rotating assembly. However, costs have been kept low 
through design refinement and simplification. 


= 
f 2 
— 


mam 


% 


- 


Final adjustments at end of assembly line 

are being made by Doug Williams. These units are designed 
for normal operating pressure ratios as high as 3:] with 
additional margins for overspeeding should it occur as 

the result of overfucling or high-altitude operation. High 
compressor efficiency provides unusually high airflow 

with proportionately better engine scavenging pressures 

at low exhaust manifold temperatures and pressures. Engines 
are enabled to operate at lower peak pressure with 

better fuel economy. 


Developmental truck application 
with test probes attached. 
1 5 ~ ‘fe 3 Unit’s small space requirement 1s 
3 — mn — in ere i“. 

: 2 sae applications . . . light weight 
al (Ye Anh UND vay pa iiiraies need for additional 
support for most exhaust mani 

fold mountings. Mounting flexi 
bility is enhanced as compressor 
outlet and turbine inlet 

flanges can be easily rotated to 
meet the particular requirements. 
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new 
truck engine 


Cat’s new 6-cyl, 4-cycle 1673 diesel develops 


220 hp at 2200 rpm . . 


. weighing in at only 9.4-lb per hp, 


it’s aimed at 26,000-lb GV W truck market. 


Caterpillar, a familiar name in the diesel industry fot 
over 30 years, last month introduced a brand new en 
gine—the 1673 diesel truck engine. With its new engine 
Cat plans to capture a sizable share of diesel trucks 
traveling the nation’s highways in the 26, lb GVW, 
50,000 to 75, lb GCW in this horsepower class. 

Big surprise is the weight of this slim new 6-cyl Cat 
—it tips the scales at just 2070-lb for a 9.4-1b-per-hp 
figure! Power and rpm are up—develops 220 hp at 220 
rpm. Maximum torque also looks mighty impressive— 
587-lb ft at 1700 rpm with a good rising torque curve 
for lugging ability. 

Cat’s Engine Division Sales Manager, red V. Jacobs, 
points out that, “Market research shows the truck 
trade is fully aware of Caterpillar’s quality and dependa 
bility. Many have inquired when they could expect a 
Caterpillar diesel truck engine. We've designed an en 
gine tailored to trucker’s operational needs . . . offering 
exceptional over-the-road fuel economy as well as ex 
cellent long-range maintenance economy.” 


Cat’s Proven Fuel System .. . 

J. G. Edwards, Chief Engineer of Cat’s Engine Divi 
sion, spelled-out additional details. “The pre-combus 
tion chamber design of Caterpillar engines,” explained 
Edwards, “is the heart of the 1673's economical oper 
ation and economical maintenance. It may be new to 
some truckers—but it’s been a proven and popular 
feature with users of Caterpillar’s earthmoving equip 
ment and engines for years and years. 

“In 1673's pre-combustion chamber—as in all Cat 
engines—part of the injected fuel is ignited, ramming 
the main charge into the cylinder under high turbu 
lence to mix fuel and air, thereby assuring full burning 
at all load conditions, including idling. Such complete 
burning results in cleaner exhaust, a smoother power 
stroke and constant power mile after mile. Also, the 
pre-combustion chamber makes it possible for Cater 
pillar to utilize a fuel injector with a large single orifice 
This climinates fouling problems commonly found in 


Continued on page 75 


5 


Greco, excavating company of Rosemont, Illinois, repowered truck seen 
at top with Cat's 1673 engine. Here's how it fits under hood. 

Ralph Dahlen, shep superintendent, says that selection was based on 
satisfaction with Caterpillar engines in excavation equipment. 
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Schwitzer Products 


Selected for Applicatian of 


FLUID FLOW 


renare| 


VIBRATION CONTROL 








stay ahead with . 


Tot bik py 4 


CORPORATION 


INDIANAPOLIS 7, INDIANA U.S.A. 


products with a new approach TURBOCHARGERS 


« 
SUPERCHARGERS e 
VIBRATION DAMPERS ° 
SHAFT SEALS e 
FAN BLADES 


For more information write in No. 95 


FAN DRIVES 
COUPLINGS 

WATER PUMPS 

HIGH EFFICIENCY FAN 
SHROUD ASSEMBLIES 
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IN THE FERRY “KONINGIN WILHELMINA” 


two M.A.N.-twelve-cylinder engines of the type K12Z 57/80 C develop a total of 15,600 BHP (metric) giving 
the vessel a top speed of 23.5 knots. 


Both engines are equipped for heavy oil operation. 
Since the beginning of 1960 this highly modern 
ferry which can carry 1600 passengers maintains 
the daytime service for passenger, mail and freight 


traffic between Hoek van Holland and Harvich. 


Twelve-cylinder KZ 57/80 C engine 


n the testbed 


< 

The engine production program of 
the M.A.N. presently comprises units 
up to 22,000 BHP imetric) 


mM -A- Ri 


MASCHINENFABRIK AUGSBURG-NURNBERGAG-WERKAUGSBURG 


REPRES A ) GERMANY 
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. . « Cat’s truck engine is turbocharged and aftercooled.... 





(Continued from page 72 


Chief Engineer, J. G. Edwards, left, and Fred V. Jacobs, 
Engine Sales Manager, look over a production engine. 
Mr. Edward's hand is on fuel injection pump, part of 
conventional Cat fuel system. Schwitzer turbocharger is 
directly above with aftercooler behind it. 


small-hole, multi-orifice injection nozzles and greatly 
reduces the amount of maintenance usually required. 

“The pre-combustion chamber (in conjunction with 
the large-hole single-orifice injectors) permit the use of 
less-expensive, heavier fuels. These more economic 
fuels have higher energy values and produce more work 
per gallon,” stated Edwards. 

The trucker now has a fuel system that requires 
minimum periodic servicing—a complete, proven sys 
tem engineered by Caterpillar for the new Cat truck 
diesel. Components of Cat’s fuel system (see picture) 
require little or no adjustment—pumping element and 
capsule-type nozzle are individually replaceable, easily 
and inexpensively, These are the same Cat components 
that have proven so economical and effective in the 
earthmoving field for vears 





Accessory drive on opposite side of engine for 
air compressor and water circulating pump shown. 


“With the new Cat 1673,” explains Edwards, “the 
trucker will save on maintenance bills, especially in 
middle and later engine life. He'll be getting better 
performance, more power on grades, fewer and lower 
repair bills—no need to bring power back in middle 
engine life. Balance this with the fact that the 1673, 
operating in the 19 to 21 Ipm range, uses only 
.398-lb of fuel per brake horsepower hour—and you'll 
know why we say the 1673 is economical operating and 
economical maintaining, too!” 


Section through one pumping element of 6-plunger in-line 
pump and one injection nozzle and precombustion chamber. 


Compact Cat... 

Now lets inspect some of the other details of this 
latest entry into the truck diesel field. First, let’s look 
at its size. The Cat 1673 is extremely compact—fitting 
easily into almost every make truck in its horsepower 
range. Vital statistics: length 52.8-in by 29.8-in. width 
and a height of just 48.5-in. for a total dry weight of 
just over 2 lb. Pounds per horsepower, as we said, 
is 9.41. Cat’s truck diesel drops easily into White’s 
Model 3 International’s Model R-21 Mack’s 
Model B-61, Diamond T’s Model 921, Kenworth’s 
Model 848 as well as many other trucks. 


Turbocharging and Aftercooling .. . 

Caterpillar, who pioneered turbocharging in the 
carthmoving field, includes this principle with the 
added refinement of aftercooling in its new truck en 
gine. ““T'urbocharging and aftercooling provide a greatet 
quantity of oxygen for combustion in the cylinders,” 
explains Cat’s Chief Engineer, J. G. Edwards. “Turbo 
charging compresses air and the aftercooler increases 
its density still further by cooling it. Air leaves the 
turbocharger at 330°F, and leaves the aftercooler at 
200°F. Aftercooling permits increasing power by 20% 
without adding to peak pressures . . . and actually 
reduces peak temperatures. You don’t have to tell 
truckers that cooler valves give longer service life. 
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... the engine was designed for loads higher than with present ratings... . 


l'urbocharging and aftercooling, in short, means you 
get more power from the 1673 with less wear. All adds 
up to longer engine life!” 

Edwards stated that the 1673 has been designed 
specifically for turbocharged aftercooled operation. Ac- 
tually, it was designed to handle pressures in cylinders 
and on bearings far in the excess from those that result 
during 220-hp operation. 


Bearings, Pistons ‘n Valves... 

Speaking of bearings, those you'll find on the 1673 
are of aluminum alloy, designed and developed by 
Caterpillar for high load-carrying ability. ‘They are tin 
plated to facilitate break-in . . . and they are corrosion- 
resistant. This last-mentioned point is important, be 
cause of the corrosive-action of acids usually found in 
engine crankcases after short operation. As for the 
1673's crankshaft—it’s a quality forged shaft of high 
carbon steel, induction-hardened and shot-peened for 
extra surface hardness and stress relief. 

Pistons are of aluminum. And a tough, wear-resistant 
seat for the piston’s critical top ring is provided by an 
integrally-cast iron insert. Piston sides are elliptically 
or cam ground so as to be round and match cylinder 
walls after they expand with temperature during actual 
operating conditions. Full-length watercooling of liners 


Performance and Specifications of Cat’s 


Performance Curves Rising torque curve with declining engine 
speed shows good lugging ability. Aliso, fuel consumption 
curve is practically flat in the normal operating speed range. 
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holds temperatures from top to bottom more even and 
prevents liner cracking. With the excellent heat dis- 
sipation, piston life is longer. Pistons are additionally 
cooled by a continuous oil spray on the underside of 
the piston. 


Valve rotators are still another money-saving feature 
to be found in the new Cat truck diesel. Rotators turn 
the valve a few degrees each time it lifts off the seat. 
This minimizes valve sticking, helps reduce seat valve 
face deposits, distributes wear and assures positive seat- 
ing and longer life. 


Thorough Testing Prove Product... 

Caterpillar has put this new truck diesel of theirs 
through a strict proving-ground program. It’s been 
tested in the research lab . . . and in actual highway 
use for hundreds of thousand of miles—all at high-load, 
high-endurance runs. 


“We are offering the 1673 to truckers through Cater- 
pillar Dealers and truck manufacturers,” stated Cat’s 
Engine Division Sales Manager, Fred Jacobs. “Dealers 
in the US and Canada are now marketing the new 
engine. Our plans also include other sizes of truck 
power units, both larger and smaller than the 1673. 
You'll be seeing these in the near future.” 


1673 Truck Engine 


Model 1673 +-cycle, compression-ignition 
prechamber turbocharged 
after-cooled engine. 

5S—with replaceable full- 
length wet-type liners. 

525 cu. in. 

4.5.x 5.5 in. 

\.M.A. horsepower rating for 
U.S.A. tax purposes—48.6. 


Cylinders 


Displacement 
Bore and Stroke 
Taxable HP 


Compression Ratio 
Rotation 


Low Idle RPM, STD 


Maximum Torque 


Lube System 


Governor 
Flywheel 

Flywheel Housing 
Electrical System 


Air Cleaner 
Air Compressor 


Fan 


18:] 

Counterclockwise when facing 
flywheel. 

650 

587 Ib. ft. @ 1700 RPM (lug 
from 220 HP @ 2200 RPM) 
Positive displacement gear 
pump assures lubrication to 17 
deg. tilt in any direction. 
Caterpillar fly-ball type, 
spring-balanced governor. 
For 14-in., 2-plate, ML type 
Lipe-Rollway clutch. 

SAE No. 2 (SAE No. 1 
optional) 

24-volt starter; 12-volt, 50 
impere charging generator. 
Dry type (unmounted) 

12 CFM Bendix-Westing 
house Tuflo 500. 

6 blade, 26-in. diameter is 
standard. 











yu Model 


Every Type of Oil 


Mode! Model Models 272-C 
200-S 135-S 363-C 


STANDARD & OPTIONAL EQUIPMENT ON LEADING TRUCK, TRACTOR & STATIONARY ENGINES 


MODELS 78, 135-S, 200-S—single-bolt lid, screw-in type capacities. Also on fuel lines 
pack, overall compact design. Provide ultimate in filtration other industrial applications. 
for passenger cars, small trucks, tractors — other similar MODELS 750-2C AND 750-3C — single bolt lid clamp, 
engines up fo S-quart, 6-quart, and 7-quart crankcase O-Ring lid gasket, multiple packs for extra large capacity. 
capacities, Either wall or floor mounts for industrial use on engines up 
MODELS 272-C AND 363-C—single-bolt lid clamp, to 35-gallon sump, fuel lines to 15 GPM, hydraulic oil sys- 
O-Ring lid gasket, screw-in type pack, rugged construction pr to 450 -_ For aaa, capacities, two or more Units 
throughout. For heavy-duty service on gas, gasoline or diesel CO SORES 5 Poteau. 

engines up to 3-gallon and 4-gallon crankcase capacities. MODELS F-120-C AND F-155-C — for gasoline and 


diesel fuel lines on mobile, stationary, or marine applica- 


MODELS 500-C AND 750-C —single-bolt lid clamp tions. Extremely efficient in removing impurities and con- 
O-Ring lid gasket, large-capacity packs, extra rugged con- taminants from fuel. Single Units handle flow rates from 
struction for most severe service. For use on gas, gasoline 1.0 to 2.0 GPM on suction or gravity flow. For larger capaci- 
or diesel engines up to 5-gallon and 8-gallon crankcase ties, two or more Units may be connected in parallel. 


, hydraulic oil systems, and 


AVAILABLE THROUGHOUT THE WORLD 


GENUINE juibery\yjuwr REPLACEMENT PACKS J 
DIESELPAK® For use on HD. compounded oils for e ig REFINING 
diesel and gasoline engines. Removes finely dispersed con- ae ™ PACK 

taminants without affecting additives. : tate on 


: : SR” SR straight mineral 
e IMPERIAL model for extended maintenance schedules gc RRS oil, synthetic oils, 


(7,000 to 12,000 miles between oil and pack changes ). eee diesel fuel oil 
Most economical. ; y ; 


etc 
@ REGULAR model for frequent oil and ps ick change sched- 
ules (4,000 miles to 7,000 miles). Low initial cost. 


LUBER-FINER, INC., 2514 So. Grand Avenue, Los Angeles 7, California 
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MERCEDES-BENZ 


DIESEL ENGINES HELP MAKE 
WEATHER ON WHEELS 


Thermo King units, powered 
by Mercedes-Benz diesel en- ie se os 
gines, maintain constant © ; a tt 
temperature, from sub-zero * N ) oO) 
to hot—irrespective of out- 4S / ‘3 / 
side environments. There are - ie 
models for truck trailers, 


piggy-back trailers, railroad Tze: ma i 
cars or unitized containers. 
Shown is the new under- - : 


mount truck-trailer unit, ~ 7” ie 
Model UWD. 




















Thermo King Corporation, “World Leader in Transport Tem- 
perature Control,’ has particularly critical requirements for 
their operating engines, to assure top-condition deliveries of 
perishable cargoes. 


“They have to be light and compact, fume-free, fully adapt- 
able to our heating-cooling equipment, and—naturally—eco- 


nomical to operate,’ says M. B. Green, Thermo King Executive 
Vice President. 


“Mercedes-Benz engines meet our needs to a'T: These units 
give us the utmost in economical and dependable diesel power. 


"Moreover, we have found that the Mercedes-Benz name and 
reputation have given additional sales appeal to our product.” 


MERCEDES-BENZ DIESEL ENGINES—A PRICE-QUALITY STANDARD SECOND TO NONE 


MPC FOR THE UNITED ATES AND CANADA 


DAIMLER- BENZ OF NORTH AMERICA, INC. 


INDUSTRIAL DIVISION 
126-56 NORTHERN BLVD., FLUSHING, LONG ISLAND *« TEL: JUdson 2-7100 


DISTRIBUTORS AND DEALERS IN MAJOR MARKETS 


78 Diesel Power, September, 1960 For more information write in No. 98 





Mufflers locate the four drilling and pumping diesels. Two power 
rotary table, draw works and hoist, left; one each are on pumping 


trailers. In foreground is mud tank; at left rear, utility trailer. 


HAVE RIG! 





WILL TRAVEL! 


20th Century oil prospectors ride world's largest mobile rig 


across Libyan desert in search of "black gold”. 


Picture, if you will, a caravan of giant semi-trailers 
pulled by Kenworth diesel trucks moving slowly across 
the North African sands—1400 miles from the near- 
est civilization, 1400 miles from nearest roads. ‘Trail 
ers—five of ’em in all—are equipped with huge 21:00 by 
25-in. special sand tires. They carry all the necessary 
paraphernalia for modern oil well drilling—up to § 
tons of it! 

This world’s largest trailer-mounted drilling rig— 
christened “Desert Rambler Number 2’—was_ built 
by Ideco to drill in the booming Libyan oil fields. It'll 
poke a hole in the earth 10,000-ft. deep with 4¥2-1n. 
pipe, operating directly from the trailers. 

You'll find mast on one trailer, draw works on an-: 
other . . . two trailers are needed to accommodate slush 
pumps and mud system . . . and you'll find a complete 
maintenance shop aboard the fifth trailer. And that’s 
essential—this is some of the harshest land on the face 
of the globe. Parts depots are even scarcer than roads! 


Machinery Arrangement 

Aboard the trailers you'll find four Caterpillar D 
397 s—equipped with Clark Equipment’s 24-in. torque 
converters—that supply a total of 1500-hp to draw 
works, rotary table and pumps. These power packages 
are interchangeable. There’s also four Cat engine-gen- 


erator sets that supply 330-kw of electricity-operating 
all the necessary auxiliary equipment and rig lighting. 

Ihese Cat diesels are equipped with oversize radia- 
tors up front—it gets plenty hot in the desert, up to 
130° F.! Engines have been modified to burn any oil 
that happens to be handy—including crude. Dual fuel 
and air filters—and stainless steel injectors—let these 
Cat diesels use low-grade fuel even high-sulfur 
crudes. 

The four Cat engines divide their work evenly. Draw 
works trailer contains an Ideco H-525-D double-drum 
dniling and workover hoist plus two Cat D397’s with 
24-in. Clark torque converters, driving draw works and 
table through a 3-shaft compound. A 300-hp slush 
pump mounted on a separate trailer is driven by the 
third Cat. Fourth trailer contains an Ideco 600-hp 
slush pump driven both by the fourth Cat diesel and a 
propeller shaft from the draw works compound. 


Torque Converters Match Engine To Draw-works 
Operating Conditions of the Cat engines were set 
at somewhat reduced horsepower to prevent overload 
ing the draw works and to extend engine life. Clark’s 
torque converter with a 3:1 stall torque ratio is used to 
match the engine and draw-works. 
“Since the slush pump is chain driven it is necessary 
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..» get the right equipment, keep it in good shape, you'll do more work and make 


money .... 


(Continued from page 33 


always looking for something that might do it better” 
Tony smiled. “Personally, | always read the ads first in 
Dieset Power .. . and then the stories.” 


Tony and Lenny confirmed that when D’Addario 
buys new equipment, the particular machine being con- 
sidered is usually put right on the job where it’s going 
to be used. Whether D’ Addario buys or not depends on 
what the operator says about its work potential 
what diesel-man ‘Tony Casciello says about its long-run 
maintenance costs. Management upstairs takes these 
things into consideration along with basic financial 


Lenny Broas backs up PM program by having right parts 
at right time, helps supervise work in busy periods. 


considerations. The final answer is up to Frank 


D’ Addario. 


Man who makes the motto work .. . 

Frank D’Addario is a busy 2oth-century executive 
who is a remarkable mixture of one-part philosopher 
and two-parts doer. You seldom find him at his desk— 
more often he’s in his helicopter, shuttling between a 
dozen or more jobs currently in progress. “Most of 
man’s inventions—from the simple firestick to the 
crossbow to the 10-wheel dump—were all designed for 
one reason: to do more work in a given period of time,” 
Frank D’Addario said, getting up and walking to his 
window. “You can’t a yourself a 3-yard truck, fish- 
plate the sides, put in an oversized rear-end and call it 
a 6-yarder. You need the right horsepower, the right 
transmission and the right gear ratio for your load . . . 
and then you're going to do some work. If you don't, 
you won't make money. It’s that simple.” 

We glanced out the window that overlooked the 

giant yard. There was a big 20-ton I-H tractor-trailer 
just rolling in. HI-HO D’ADDARIO was painted bold 
ly across its roof and doors. 
’ Frank D’Addario followed our gaze. “It’s from the 
song, ‘Hi-ho, hi-ho—-it’s off to work we go!’” he ex- 
plained. ' ‘And that man of mine you've been talking to 
downstairs—Anthony Casciello—he’s the person that 
makes sure the equipment lives up to the motto.” 


. .» 50 years of rig design in a neat package.... 


that the torque converter take a side load, “explained 
Ned W. Fowler, Ideco chief engineer. “By using a con 
verter with an output shaft capable of supporting the 
side load, additional shaft bearings and a_ flexible 
coupling are eliminated. ‘This, in turn, reduces the trail- 
er width about 15-in. 

“If the Clark torque converter could not support the 
side load imposed by the drive chain,” he said, “it 
would be necessary to mount a shaft assembly with two 
bearings in line with the torque converter output shaft 
and connect it to the converter shaft with a flexible 


Three of four Cat engines providing pumping 
and drilling power through Clark torque con- 
verters. Note dual Donaldson air filtration. 
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coupling. ‘This way the auxiliary shaft would carry 
the load.” 

Standardization of the Cat engine and Clark con- 
verter power packages enables substitution of one en 
gine for another—through propeller shaft drive—in case 
any one unit should be down, he added. For example, 
the compound, which normally supplies power to one 
pump, can receive power from either pump engine and 
torque converter. 


50 Years Of Rig Design... 

These five trailers moving across the African desert 
will be more than an impressive sight. As one Ideco 
engineer put it, “You'd be looking at 50 years of rig de 
sign, all wrapped up into one neat package.” 

Desert Rambler Number 2 has just recently taken 
to the field. But its twin sister, Desert Star Number 1, 
has enjoyed more than a year of trouble-free desert 
operation. In fact, she proved her ability by completing 
two wells for Esso Standard (Libya), Inc. just 17 days 
after arrival in Africa. Then all five trailers moved 56: 
miles across country to another site and soon 
brought in a 15.000- barrel-per-day well! 

Reliability is the reason for this outstanding success 
—reliability of the power from the Caterpillar engines, 
reliability of the Clark torque converters . . . the rotary 
table, draw works, the slush pumps. Each helped these 
modern 20th Century oil prospectors in their search for 
elusive “black gold.” 








New Eaton Process Cuts Costs 
of Alloy-Faced Valves 


The new Eaton ECONOSEAT process of applying heat resistant 
and corrosion resistant material to valve faces makes possible a 
worthwhile reduction in the amount of costly protective alloys 
required. 


If you have hesitated to use high-alloy-faced valves because of 
cost—or are now using valves conventionally faced and are in- Call on Eaton engineers to dis- 


terested in reducing costs—you will want complete information cuss with you the possibilities of 
about the advantages of Eaton ECONOSEAT Valves. Eaton engi- applying the ECONOSEAT process 


: i ~ "pay to parts, other than valves, re- 
neers will be glad to consult with you without obligation. quiring protective coatings. 


VALVE DIVISION 
MANUFACTURING COMPANY 


BATTLE CREEK, MICHIGAN 








PRODUCTS: Engine Valves * Tappets °* Hydraulic Valve Lifters * Valve Seat Inserts * Gears * Hydraulic Pumps 
Truck and Trailer Axles * Truck Transmissions * Permanent Mold Iron Castings * Automotive Heaters and Air Conditioners 
Fastening Devices * Cold Drawn Steel * Stampings * Forgings * Leaf and Coil Springs * Dynamatic Drives and Brakes 
Powdered Metal Parts * Variable Speed Drives * Speed Reducers °* Differentials * Centralized Lubrication Systems 
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Every Gallon of Oil 
goes further 


ints . 
Check — Reported ENTERPRISE lube oil consumption 
ise Positt 
on the Enterprise system over 15,000 BHP hours per gallon* 
Pressure Lubric soprcotion 102 


It’s no accident that a little lube oil goes a long way 
with these rugged engines. A lot of time, testing and 
; wan saves engineering skill has gone into successful design 
and ring oe Shoust development at ENTERPRISE these past 33 years. The 
result? Tolerances, clearances and surface finishing of 
the potentially wearable parts are such that we have 
minimized the work that lube oil must do. This, then, in 
addition to considerable savings in lube oil consumption, 
reduces engine wear, adds years to engine life, saves on 
repairs, parts and overhaul work. 
Here is another of the many plus values enjoyed by 
NTERPRISE ani ' ENTERPRISE customers the world over. Get the facts and 
diesels’ 4/ the chances are that your choice, too, will be ENTERPRISE. 


ence 


FY E 
forthe be 
oa * Recent unsolicited reports from eight ENTERPRISE 

power plant installations showed an average of 
15,112 BHP hours per gallon of lube oil. 

Write for new descriptive bulletins, or call 

your nearest ENTERPRISE Diesel Sales Office. 


ENTERPRISE ([Jiacals 


Enterprise Engine & Machinery Co., Subsidiary of General Metals Corporation 
18th & Florida Streets, San Francisco 10, Calif. « National and worldwide sales and service. 


ENTERPRISE 
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Scheduled maintenance starts with operator filling out shift ticket. 
With him on the team, troubles are caught early, corrected fast. 


OPERATOR'S SHIFT-TICKET 


HEART OF NEW PM SYSTEM 


International Harvester trims PM paperwork to bare minimum 
... incorporates operator's appraisal of equipment performance. 


B stornatiol Harvester has developed a new “Sched 

uled Maintenance” system that promises the twin bless SCHEDULED 
ings of simplicity and minimum record keeping. Only CONTROL 
three basic forms are needed—(1.) the Operator’s Shift 

Ticket, (2.) the Scheduled Maintenance Control 

Record and (3.) the actual Inspection & Report Sheets. 

Backbone of I-H’s new system is the operator’s ticket 

—any good maintenance system must begin with the 

operator! 


How I-H’s new simplified maintenance system works 
Operator's Shift Ticket: At the end of each shift 

day, the Operator’s Shift ‘Ticket is filled out by the 

operator—it’s a record of hours worked, final hour 

meter reading, loads handled and includes a brief re 

port on any mechanical details that the operator feels 

requires attention. Practice of reporting small problems 

before they lead to major failures gives the operator a_ 

sense of responsibility for keeping his machine in top 

running condition. Also means that correction of minot 

maintenance problems are no more than one-shift away! Chalkboard shows hours to date and “hours’’ at which 
Scheduled Maintenance Control Record: Step No. 2 inspection is due on each piece of equipment. 

in I-H’s new system is to transfer information found on 
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**Paymover’’ model shown is 
one of a line in sizes to handle 
aircraft from small corporate 
and private planes to 

bombers and superjets. 


Knee-High To A Mach-Buster ... 


A Appearances can be deceiving. This new low-silhouetted “Paymover” 
tractor, although its’s only 36-in. high, spot-positions Navy’s 

newest 25-ton jet bomber with the greatest of ease. Power under the 
TD-80’s hood is I-H’s 95- a UD-282 diesel. Drawbar pull is 


reported greater than 800o-Ib! 


“Pavymover’”’ 


is manufactured by 


Frank G. Hough C saainal ‘Transmission’s by Warner Gear Division . . . 


torque connneion is a Borg and Beck . . 


. drive axle, Rockwell Spring & Axle 


A.C. Spark and Delco-Remy share honors for gauges and switches. 


Simplicity, effectiveness—measures of a good scheduled maintenance program 


the Operator's Shift Ticket to the Scheduled Mainte 
nance Control Record. On the SMCR you'll find the 
exact hour meter reading of when the next maintenance 
inspection is due for each piece of equipment . . . en 
ables dieselman to forecast how soon his various in 
spection dates are coming up. Using a SMCR black 
board is the favorite method of many dieselmen—lets 
them keep track of inspection “due dates” at a glance. 
Incidentally, indicating overdue inspections in red chalk 
is a mighty easy way to keep your maintenance men 
on their toes! 

Inspection & Record Sheets: Third and final form 
required in I-H’s simplified Scheduled Maintenance is 
the Inspection & Record form. Listing those mainte 
nance checks in a logical, natural order has minimized 
starting-and-stopping vour engine, eliminated extra leg 
work and lost motion for you! Beauty of I-H’s new sys 
tem is that only a bare minimum of writing is necessary. 
Just a check mark for “OK”, and “R” for repairs, and 
and “QO” for adjusted. That’s all! 

Same is true of time necessary to accomplish it. Only 
about 2°% of the normal available operating hours are 
needed to perform your Scheduled Maintenance checks. 
\nd if inspections are made after hours, no produc 
tion time whatsoever is lost! For the benefit of the 
“unconvinced”, here is an actual example of “Sched 
uled” costs versus “Unscheduled” costs: 

Average labor time for a 1,000-hour inspection of a 


heavy-duty truck is 30-hours, or approximately $75. If 


this is not done and just one drive wheel planetary is 
lost, your “Unscheduled” costs could be: 
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Down time 

Bearing failure 
Related parts 

(could run to $3600) 


( 


Labor, plus 50% overtime labor 


Total: $154 
Plus—Lost production of dependent equipment. 


Or, should a pusher be lost for lack of maintenance 
on a three-scraper job, with each moving 150-yards of 
dirt at 38c per yard, four days’ down time will cost 
$7044! Add to this figure the parts, labor and overtime 
pay necessary to get the pusher back in action and any 
owner can readily appreciate that this is not the way 
to move dirt profitably. 

Reports from the field indicate that I-H’s new stream 
lined maintenance system is rewarding users in more 
ways than one. Biggest dividend, however, is that die 
selmen now know and can keep track of upcoming “due 
dates”. Lets them conveniently schedule maintenance 
inspections for their various pieces of equipment, there 
by reducing expensive overtime that was often formerly 
needed to get “deadlined” equipment back-in-the-dirt. 
Also, an additional plus resulting from this new system 
is that it’s allowing many construction firms to cut their 
number of standbys formerly needed to keep the job 
rolling. 

Given a fair trial, Scheduled Maintenance’s effect 
on your expense and production records will be a re 
sounding clincher. 





SPECIFY 
QUALITY- 
CONTROLLED 
GILLETT 

relate 7-Vh@) 


Increase the dependability of your engines with Why not take advantage of more than 90 
G&E High Tensile Iron Pistons. Each one is_ years of casting and piston machining exper- 
designed, cast, and machined to your specifi- ience at G&E. Complete facilities from lab to 
cations, to give you uniform operating char- label assure efficient, economical production. 
acteristics. 

Write for complete information—include your specifications. 


G&E HAS COMPLETE CASTING FACILITIES 


We cast any product high-tensile iron, aluminum ‘%> 
alloy, bi-metals. Tell us what you want. venaaia 


See G&E Products at S.A.E. display, Milwaukee September 12-15. Booths 461 & 462. 


GILLETT & EATON, Inc. 


846 DOUGHTY STREET, LAKE CITY, MINNESOTA 
Casting and Piston Specialists « Established 1868 
Sold in Canada by Gould National Batteries of Canada, Ltd., Fort Erie, Ontario 


ALUMINUM 


For more information write in No. 101 Diesel Power, September, 1960 BS 





ROBERT BOSCH 
PUTS THE 














—in the world’s finest Fuel Injection Equipment 


ROBERT BOSCH means fuel injection equipment made to the closest 
tolerances. It means over 30 years of experience by the designers of 
the fuel injection equipment which made the high speed diesel engine 
practicable. It means fuel injection equipment of consistently higher 
quality at lower price...most complete line of nozzles...world-wide 
service. Leading engine makers here and abroad use ROBERT 
BOSCH as original equipment. 


ROBERT BOSCH CORPORATION 
40-25 Crescent St., Long Island City 1, N.Y. * 225 Seventh Street, San Francisco 3, Calif. 
® Reg. U.S. Pat. Off. ROBERT BOSCH GMBH Stuttgart 


a a 


86 Diesel Power, September, 1960 For more information write in No. 102 





tailored diesel fuel 
WHY? 


Introduction of a new No. 2 diesel fuel made 
especially and exclusively for high-speed 
diesels brings up the questions — 

What is it? ... Why is it necessary? 

Here are some of the answers. 


F oday, we're taking a lot more horsepower out of the 
same amount of “iron” than we did even ten years ago. 
Plus this, high-speed diesels are being used extensive 
ly in services that are more exacting with regards to 
performance. Then add the fact. that service life ob 
tainable with modern engines is higher than ever 
before. 

One side result of this high performance capability 
is a more critical fuel appetite. A rough parallel is seen 
in today’s car engines. Some require gasoline with high- 
er octane ratings and generally better quality than were 
found in aviation fuels for World War II aircraft! 
While diesel engine fuel requirements are not general 
ly so extremely critical, certain fuel qualities and uni- 
formity of these are definitely beneficial for diesels in 
many services. 

This is why Standard Oil Company (Indiana) in- 
troduced their Premier Diesel Fuel. They call it, “A 
superior No. 2 diesel fuel made especially and distrib 
uted exclusively for diesel engines of farm tractors, 
trucks, other self-propelled equipment and in general, 
all other equipment, automotive or stationary, pow 
ered by high-speed diesel engines.” 








Ordinarily, a certain amount of variation in diesel 


fuel specifications is permitted seasonally to allow 
refinery operating flexibility. Availability of No. 2D 
and also No. 2 furnace oils has to be considered. Now, 
Standard (Indiana) feels that diesel users need (and 
they have taken steps to provide) a high degree of 
diesel fuel uniformity, regardless of seasonal demands 
on refinery operations. 


Premier's Fuel Properties 
Here are some of the significant qualities of diesel 
fuel and their effects on operation. Standard (Indiana) 





fuel characteristics and their effect on the engine... . 





makes the point that their Premier rates high and 
uniform in all these characteristics. 

Cetane Number—This is a measure of a fuel’s abili- 
ty to self-ignite. High cetane fuels have a short “ig- 
nition lag” or delay between injection and ignition. 
This qu ality is particularly important when starting. 
It will also provide good idling and smooth knock- free 
operation. It affects power output only indirectly by 
preventing fuel knock. 

Premier’s cetane number has been set high enough 
to meet requirements of today’s engines in critical serv 
ices. There’s no point in exceeding actual requirements 
since there is no advantage in a cetane number beyond 
what the engine needs. It can be seen that an ade 
quate cetane number is important in services involving 

lot of starts, significant idling periods and where 
smooth operation is important. 

Volatility—Distillates are made up of components 
that boil at different temperatures. The “front-end” 
or lighter components boil off at the lower tempera 
tures in the distillation range; the middle-weight com- 
ponents at intermediate temperatures; and_ heavier 
components at the higher temperatures. Overall dis 
tillation pattern tells a fuel specialist a lot about the 
performance that can be expected of a given fuel in a 
given service. 

Volatility affects the degree of smoke-free and odor 
free burning. It also affects carbon deposit formation 
and maximum power. However, it does not affect 
starting. Standard (Indiana) savs that Premier’s front- 
end and middle volatility is “controlled to prevent un- 
due cold-engine smoking” Smoking during acceleration 
is also controlled. to some extent, by front-end volatil 
ity. 

On the subject of the heavier components or tail 
volatility they say that this is correctly controlled to 
“provide maximum power delivery consistent with 
clean burning, to assure minimum smoking after en- 
gine warmup, to reduce troublesome carbon deposits 
and to avoid crankcase oil dilution”. These are all con 
ditions that can result from too high an end point, par- 
ticularly when the service invelves low average power 
takeout, altitude operation or operation in very cold 
weather. 

However, there is a practical limit to tail volatility 
control. Beyond a certain point it is beneficial in only 
a few engine types and a few particularly “dirty” op- 
erating conditions. In these cases a lighter (in the 
areas of overlap between No. 1D and No. 2D ASTM 
specifications ) or No. 1 diesel fuel is the most practical 
answer. 

Viscosity—While fuel viscosity is not a critical char 
acteristic, very light fuels can increase leakage past 
pump plungers and nozzle needles. This can result in 
reduced delivery volume, lower pressures and conse- 
quent poor spray penertation and atomization in the 
combustion chamber. This is accentuated in injection 
equipment worn after long service. 

Where No. 2D can be used, its higher viscosity 
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and lubrication qualities, compared to those of No. 
1D, are beneficial and, or course, its heat value is high- 
er. Premier’s viscosity is maintained high enough to in 
sure good sealing and lubrication of injection equip 
ment parts. 

Stability—This quality is a measure of a fuel’s tend 
ency to deteriorate during long storage and when sub 
jected to elevated temperatures. One bad feature is the 
tendency to deposit varnish-like resins and gums. High 
fuel st: ibility is very desirable in order to avoid deposit 
formation on injector and other vital fuel system parts. 

In addition to Premier’s very high stability, a special 
additive is used to minimize the undesirable effects of 
moisture. This additive is effective in preventing rust 
ing of finely-finished surfaces as the result of conden 
sate or other moisture entrained in the fuel. Rust pro 
tection is also afforded storage systems and equipment 
during lay-up. 

Sulfur Content—Sulfur in fuel, combined with com 
bustion by-products, is a source of corrosive wear and 
deposits on pistons, in ring grooves and on other en 
gine parts. It also causes ‘lube oil deterioration. De 
pendably low sulfur content is assured in Premier die 
sel fuel. 

Pour Point—This is important in severely cold 
weather. As fuel temperature drops, waxy fuel com 
ponents congeal and stop fuel flow through filters and 
strainers. A pour point actually lower than that for 
some No. 1D fuels has been built into Premier and an 
extra-low pour point will be provided in northern areas. 


Red for identification 

Standard (Indiana) makes the point that this is a 
specially refined fuel exclusively for the diesel trade. 
It is made to conform with unvarying basic specifica- 
tions and gets separate careful handling. ‘To distinguish 
it from other fuels, even the Standard and Polar diesel 
fuels made by them, it is given a red color. 

This labels it as a distinct product, tailored for to 
day’s 2- and 4-cycle diesels in most services. 


What's in it for me? 

There must be a payoff to justify use of any premi- 
um fuel. There is. First, there’s improved perform 
ance . . . greater dependability. The degree to which a 
fuel’s high and uniform quality is realized will, 
course, vary with the engine, its condition and the pat 
ticular service. With a high-speed engine in good con 
dition and in an exacting service, you'll really see the 
difference. But there’s more. 

Second, fuel quality has a definite effect on main 
tenance costs. Effects of specific fuel qualities has been 
shown. Let’s look at just one for a moment—deposits. 
Qualities, or rather lack of them, leading to rapid de- 
posit formation start a chain of events that can only 
lead to early overhaul or maintenance of some kind. 

In many services today, improved performance, great- 
er dependability and reduced maintenance more than 
offsets any added cost for the best fuel. 





Sludge in engine ends with 
switch to STANODIESEL Oil M 





Situation:For five years a 1,400 hp. engine in the Municipal Light 
Plant, Arcadia, Wisconsin, was operated on STANOoDIESEL Oil M 
During this time the engine ran free and clean. It carried a major 
share of the plant’s 20,000 kw. output. A decision was made to 
switch the engine to another lubricant since it was believed one 
oil was as good as another. 





What happened: Within two years the engine had sludged up so 
much, the oil had to be removed and replaced by STANODIESEL 
Oil M. Three months later the engine had cleaned up and was 
again carrying its share of the plant’s load. 


Clean engine operation is possible with Sranoprese, Oil M 
because of its superior base stock and its combination of addi- 
tives that are available in no other oil. Superior base stock and 
exclusive additives give you these cost-saving operating and 
maintenance advantages: less sludging, low oil consumption, 
reduced port deposits, fewer stuck rings, less need for ring 
replacements, less cylinder wear, lower filtration costs, fewer 
bearing problems. 

Get more facts about STaNnopreset Oil M. Call the Standard Oil 
office near you in any of the 15 Midwest or Rocky Mountain 


states. Or write Standard Oil Company (Indiana), 910 South 
Michigan Avenue, Chicago 80, Illinois. 
















You expect more from STANDARD ) anc you get it! 


The team that got the engine 
back in shape; (i. to r.) Vernon 
Schwertel, Ronald Darbo and 
Standard’s Fred ‘Parkinson 
Providing lubrication technical 
service on problems like this 
ne is not new to'Fred Parkin 
son. He’s been doing it for 1l 
years. He has further qualifica- 
tion for such work—an engi- Quick facts about STANODIESEL Oil M 
eee Segree trom Seen e@ Keeps crankcase, pistons, cylinder walls clean. 
University. Fred has also com- 3 : 
pleted the Standard Oi! Sales ® Combats deposit and wear problems imposed by economy fuels. 
Engineering School @ Maintains film on difficult-to-lubricate parts. 

e Eliminates fuel injector and pump sticking caused by deposits on 


injector barrel and plunger where fuel and lube oil mix. 


Se 


/ ‘ ! f on-the-spot availability of rings 
y keeps your lines “on stream” 








Dependable performance in all oil and gas applications 


Koppers Piston Rings are now available in the field 
in a complete range of materials and a wide 
selection of types and sizes for every application in 
the oil and gas industry. 


To gain trouble-free performance, lower operating 
costs and less frequent down-time, select 
Koppers Piston Rings—the choice of many original 
equipment manufacturers. 


Koppers Piston Ring dependability, in even the 
most rugged applications, is backed with 
38 years of experience in manufacturing rings of 
predictable performance. 


If you have a ring problem, consult your Koppers 
field agent or write: Koppers Company, INc., 
Piston and Sealing Ring Department, 

649 Scott Street, Baltimore 3, Maryland. 

Send now for Koppers recommended 
Piston Ring Set-Ups applicable to the engines 
which you operate. 








KOPPERS Sales Offices 
and Agents in these 
convenient locations: 


Koppers Co., Inc. 
District Sales Office 
318 N. Pearl St. 
Dallas 1, Texas 


Lynn Elliott Co. 
371 M & M Bidg. 
Houston 2, Texas 


Tri-State Industrial 
Supply Company 
520 Hawkins Way 

El Paso, Texas 


Nolan Sales Corp. 
421 N. Cincinnati St. 
Tulsa 20, Oklahoma 


D. G. Silvey Co. 
316 E. Kings Highway 
Shreveport, Louisiana 


Sample Bros. 
2010 Big Bend Blvd. 
St. Louis 17, Missouri 


Sample Bros. 
6315 Brookside Plaza 
Kansas City 13, Missouri 








AMERICAN HAMMERED’ 
INDUSTRIAL PISTON RINGS 


Engineered Products Sold with Service 
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new 
Y products 


Sounding the alarm .. . 

Alnor Instrument’s new unit, Alnor 
Pyrotac, combines automatic protec- 
tion against excess temperature with 
continuous temperature indication. 
Minimum monitoring is needed. Cut- 
out function can be used to sound 
alarm or light a signal. Low tem- 
perature cutout is available when 

so specified. 

Use it with other controllers, or 
alone. Modern, compact design re- 
quires only 6%-in. x 7-in. of 

panel space for flush mounting. 
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Providing constant 60-cycle power, 

a new series of motor-generator sets by 

Kato Engineering is designed for use with 
prime movers. Output is 10 kva, speed 1760 rpm. 
If the line power fails, the generator is auto- 
matically ‘onal up to proper speed and driven 
by the diesel or gas engine. Frequency dip will 
not exceed approximately five or six cycles. 
Generators are powered with e:ther single or 
3-phase induction low-slip motors. Regulation 

is by a magnetic amplifier mounted on collector 
ring or generator end. Voltage regulation is 
approximately 1%; harmonics 3%; response time 
0.4 sec. Length of unit, 3-ft 11-in.; width 

17-in.; height 18-in.; weight 698 Ib net. 
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Maintenance Balancing for All! 

Smaller plants and shops will welcome the new 
moderately priced Stewart-Warner Model 703 
cradle-tvpe electronic industrial balancer just 
right for their balancing requirements. Replacing 
Model 702, the new balancer adds a tripod- 
mounted head containing the strobe light, the 
meter and the electronic unit. There's a 
“conversion” package available supplying all the 
advantages of a portable balancer at an additional 
moderate cost. Used with the “703” head, 

this portable balancer can handle all jobs involv- 
ing in-place balancing . . . fans, machines, engines 
or motors. It is very useful for determining 
imbalance in rotative parts without disassembling 
the vehicle or equipment involved. Standard 
features and specifications of the new “703” 

are: Handles weights to 500 Ibs; diameters to 44 
in.; length to 55 in. between bearing surfaces. 
Maximum sensitivity capability is within .01 oz-in. 
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Use your Ap Reader Service Card. MORE NEW PRODUCTS FOLLOW > 
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Smoke signals from an engine are 
signs of excessive engine wear and 
poor engine performance ...signs 
it’s too late for effective preventive 
maintenance! Modern engines de- 
mand top filter protection. And Fram 
Filters keep engines running clean... 
prevent excessive engine wear and 
keep fuel consumption to a mini- 


YOUR FIRST L/NE OF ENGINE PROTECTION 
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mum! No wonder more manufactur- 
ers install Fram Filters as original 
equipment than any other filter! 
When it comes to preventive main- 
tenance, remember-Fram Filters 
give you the most advanced filter 
protection available today! 

Fram Corporation,Providence 16,R.L., 
GEneva 4-7000. 





iP i> fh ase 
"Ft Pais 


O/L AIR FUEL WATER 





For more information write in No. 105 





. » » NEW PRODUCTS 





Scale-Down Safely! 

Dearborn Chemical has _intro- 
duced a new, safe, easy-to-use de- 
scaler. SCALE-CLEEN, made with 
sulfamic acid and inhibitors that al- 
low acid to clean without damage to 


metal, is recommended for use in | 
cleaning your diesel cooling systems. | 


Crystalline substance allows ease 
in handling. No irritating fumes, 
easy on your hands! Without acid 
tumes, there’s no corrosion of vapor 
spaces in equipment! Dissolved in 
water, SCALE-CLEEN becomes a 
strong mineral acid for fast action. 
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Air Bieeder Valve 
Developed by Lenz 

When laying out that hydraulic 
system, plan for adequate means of 
venting. New air bleeder valve de- 
veloped by Lenz can help. It’s de- 
signed for installation at the highest 
point in the hydraulic circuit .. . 


the point where air accumulates. It | 


permits elimination of all air from 
the system for maximum operating 
efficiency. A must on your hydraulic 
system! 

Lenz valve is compact. Only two 
metal parts. No packings. Available 
in range of popular sizes in cadmi 
um plated steel. Stainless on special 
order. 
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Crane Packing To Exhibit 
Redesigned Lapmaster Machine 
The new Model 24 Lapmaster 
will be exhibited by the Crane Pack 
ing Co. at the Coliseum Machinery 
Show in Chicago September 7-15. 
More compact, permitting effi 
cient operation in a small space, but 
including a large, wrap-around ad- 
justable work table for rapid loading 
and unloading of parts from all posi- 


tions, the machine is a completely | 


redesigned version of the present 24 
in. Lapmaster. 


The new model features a new | 


abrasive distribution system. Pneu- 
matic lifts are incorporated as stand- 
ard equipment to speed-up loading 
and unloading of small and medium 
size parts. 

There’s another Model 24. . . an 
open-face tvpe with all the same de- 
sign features except for pneumatic 
lifts. ‘This one, by the way, will not 
be exhibited. 
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morco& 


Factory-Certified 





Exchange Crankshafts give 
Trouble-Free Operation 

for the Full Life Cycle 

of Your Diesel Engine 


penance 


Morco dealers — coast to coast — are 
stocked with reconditioned, like-new 
crankshafts for different diesel engine 
models. Users of Detroit Diesel and 
Cummins engines can exchange worn 
shafts for MORCO factory-recondi- 
tioned shafts through authorized dealers. 


Why take chances? Let your dealer 
be your source for dependable, safe 
crankshaft regrinding. You get imme- 
diate service, guaranteed quality and 
terrific economy. Ask your dealer about 
MORCO today. 








Look what Morco’s 
complete reconditioning service offers you! 


Magnoflux—six separate magnaflux inspections 
with latest equipment. 


Ground on production type equipment to engine 
manufacturer's specifications. Original stroke 
retained. 


TOCCO* Induction Hardened by the original equip- 
ment method when necessary. 


Rolled Fillets increase strength at the most critical 
creas. 


Dynamic Balance restored on original factory 
balancing equipment. 

Gear Fits renewed. 

Key Ways restored. 

Dewel Holes repaired. 

Oil Seal surfaces renewed. 

Threads repaired. 





New 
Free 
Bulletin 


MALL 
COUPON 
TODAY 





*TOCCO is a registered trademark of 
The Ohio Crankshaft Co. 


a subsidiary of 
Ourc The Ohio Crankshaft 
Company 


Bedford, Ohio 


Morco, Inc. — Dept. 1 
22201 Aurora Road, Bedford, Ohio 


Please send free copy of ““The MORCO Story”’: 


Name 





Cc 








r 7 
Address 
City. Zone State 








© ee wee ee 


be _—— 


For more information write in No. 106 
Diesel Power, September, 1960 
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Now! 


90) 


mass 
produced 
variations 
in 
generator 
controls! 





EUCLID 


TAKES THE | 


TIME & 
DOLLAR 
COST OUT 
OF YOUR 
CUSTOM 


SPECIFICATIONS 


Years of costly research . 
. Euclid’s decade of experience building compatible generator 


.. thousands of dollars in engineering 


controls for any application . .. all these now add-up to 
dependable primary controls which can be tailored to your exact 
specifications—your rush schedules—your tight budgets ! 


The well-known flexibility of Euclid’s compatible controls... 
matching comparison units, individually packaged, but 
engineered to easily coordinate, interchange or to be augmented 
by new installations ...is now yours with unrivaled savings in 
time and dollars. The 90 optional face panels, completely 
engineered and in-stock, permit you to program switchboard 
arrangements to suit your needs. Euclid will deliver the 
completed units with new economy and speed. 

As usual... . enclosures of drip-proofed, phosphatized steel . . . all designs 
conservatively conceived for long, dependable life . . . all enclosures designed 
for maximum safety. Controls for AC Generators to 600V, DC to 250V, output 
currents to 1000 amps in wall, floor and unit mounted cabinets. Plus 
matching auxiliaries .. . battery chargers, automatic start controls, 

automatic transfer switches, distribution feeders etc. 


Rush your specs., we'll show you how to generate real performance! 


EUCLID EQUIPMENT INC. 


One complete source for co-ordinated small 
& medium Generator Controls 
Switchgear up to 15KV 


517 Atlantic Avenue, Freeport, N. Y. ¢ FReeport 8-4177 Cable: EUCLID-FREEPORT (N. Y.) 


For more information write in No. 107 
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NEW PRODUCTS 





A Piace for Every Tire... 
and Every Tire in its Place! 

A tire isn’t always as easy to tuck 
away as it might be! But they must 
be stored. 

Racks constructed with ordinary 
P= and Tube-Strut clamps may be 
the answer to those storage prob 
lems. ‘Tube-Strut Corp’s product is 
a malleable cast iron clamp. One 
type makes every connection. Use it 
with ordinary pipe, usually right on 
hand, and you've got an installation 
that’s 100% adjustable and re-usable 

. fast, simple, cheap. 

A natural for tires, you'll find 
hundreds of other uses in and 
around the shop. It’s as versatile as 
you make it . . . a regular industrial 
erector set! 
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Use your dp Reader Service Card. 


“"See-Through Safety with 
New Bowl Guards 

Now you can keep your eye on 
the liquid level in filter bowl, con- 
fident that you’re protected against 
possible breakage. Just use the new 
bowl guard introduced by Hannifin, 
especially designed for Crown line 
filter and lubricator plastic bowls. 

Guards are made of heavy gauge 
perforated steel . . . in a hole size 
and pattern providing top safety 
plus best visibility. 

Overall dimensions of Crown 
filters and lubricators do not in- 
crease when the bowl guards are 
added. Guard is an integral part of 
the bowl retaining ring and cannot 
be left off, if you ever remove for 
any reason. 

Get them factory installed on 
new Crown filters and lubricators, 
or try a kit, a “do it yourself” oper- 
ation for any units now in service. 
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NUGENT 


New Coupling | FILTERS e STRAINERS 


3-Ways Safe 

Here’s a new self-sealing coupling LUBRICATION SPECIALTIES 
from Aeroquip—the new 3750 SAF- 
LOC  Self-Sealing Coupling—for 
fuel, oil, low pressure hydraulic, 
pneumatic systems. Especially de- 
signed to provide fast, safe connec- 
tions in applications where positive, 
foolproof locking is mandatory. 
Aeroquip’s new coupling has three 
check points to verify positive con- 
nection: 1) Sound: an audible click 





a egies 


Fig. 1555BF Duplex Filter uses Fig. 1576 Bag-Type Pressure 
: a a me factory packaged laminated Filters feature inexpensive, 
action; 2) Visual: indicator pins fiber disc filtering elements. completely disposable filter 
protrude externally when coupling Each filter one Sate — For filtering fuel 
. e's T : +4: : ; operates independently or in oil, lubricating oil and wide 
1S locked; 3) louch: position of in- parallel. Wide range of sizes. variety of fluids. 

dicator pin can be determined man- : 

ually. Aeroquip’s SAF-LOC Cou- AT LEFT: Fig. 1555-41 Filter and laminated disc cartridge. High 


" . . flow rate; low pressure drop. Excellent micronic efficiency. 
lings connect and disconnect with a Cartridges interchangeable with all other Nugent Bog or 


EMA 5 BENE Re 


single, easy, one-hand movement, | Depth Type cartridges. 
permits connection against line pres- SOOCOOOOEO ESSE SHEE EEEEEE EE EOEEEE EES OEOSEEEE EES ESO OEEESOEOEHEEEEEEE 
sures ranging up to 60 p.s.i. Cou- 


pling is claimed not disconnect acci- | ' 

dentally—even under the forces } ; . 
od: . “a -_ Fig. 1554AN-417 Du- 
applied in operation up to 20G’s. nam acs Siautin aeaahe 
143 the advantage of un- 
P interrupted flow, with- 
out by-passing, while 
- cleaning the strainer 

me baskets. Each strainer — 


comprising duplex uses Fig. 1490AM-O star-shaped ex- 

7 strainer baskets tended area strainers offer in- 

Fig. 1554A-4L. creased free screen crea over 
round basket type. 


Starting Fluid Injector 
i i tf . . 
With Automatic Shuto ta i. ie 
A new diesel starting fluid injec- + May ly Al 
tor with an automatic shut-off de- Fig. 524 Sight Fig. 1575 Pressure flow of liquid in a pipe 


Le weet a : “17: Fig. 1503F Multiple Pres- Feed Valves with Sight Flow Lubrica- line. Available in brass, 
vice has been developed by Phillips sure Oilers are available removable glass. tor. Single wnits of cast iron, steel or stain- 
\lanufacturing. Engineered to fit with from 2 to 24 feeds. Ya" to %" IPS. multiples to 15. less steel. 


any diesel applications ... trucks, PTTTTITITITILITITITITTIITTII TILT irre 

tractors or standby, with a thermo- 

statically controlled automatic shut- Valuable equipment deserves the best possible protection 

off, Zero Start Diesel Starting Fluid that can be provided. Nugent offers a complete line of filters, 

Injector is safe and easy to use. strainers and lubrication specialties for this purpose. All are 
It’s a one man operation, easily backed by the experience and know-how gained through solving 

installed, adaptable to 6-12-24 volt industry’s problems in this field for more than 60 years. For 

svstems. There’s a dashboard-mount- bulletins giving complete information on any or all Nugent 

cd push button control. An electric products, call or write today. 

solenoid releases the formula into 

the intake manifold. 


Pa 
Misuse is eliminated—your engine ° 
isuse is eliminated—your eng Ye WG Wo NUGENT & GOo, ILIGe 


is protected by the automatic shut- 
oft which makes it impossible to use | air 3426 Ah ner ee SKOKIE, ILLINOIS 
after the engine reaches operating : ER: COP. 
temperature! 
144 ie e. VALVES 
For more information write in No, 108 
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if 
YOU REBUILD 
your 
GM INJECTORS 


or 


WE REBUILD 
your 


GM INJECTORS 


YOU SAVE! 


WHEN YOU USE 


RECONDITIONED 
PLUNGERS and BUSHINGS 
oF 
COMPLETE INJECTORS 


HANCOCK 


DIESEL SERVICE Co. 
GArden 2-7643 
2425 PARK ST., FINDLAY, OHIO 


Send Your Worn Units Today! 











For more information write in No. 109 
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NEW PRODUCTS ... 





| Constant Power with 
| New Motor-Generator-Engine Set 


Kato Engineering has developed 
a new series of combination electric 


| motor and 60-cycle generators, de- 
| signed to provide a continuous 
| source of 60-cycle current. Output 
| is 10kva and speed, 1760 rpm, with 
| power line failures taken care of by 


a diesel engine that is automatically 


| brought up to proper speed so that 
| the frequency dip will not exceed 


approximately five or six cycles. 
Generators are powered with sin- 


_ gle or 3-phase induction low-slip 
| motors; voltage regulation main- 
_ tained by a magnetic amplifier 
| mounted on the collector ring or 
_ the generator end. Voltage regula- 


tion is approximately 1%; harmon- 
ics 3%; response time 0.4 sec.; 
length—3 ft 11 in.; width—I7 in.; 
height—18 in.; weight—698 Ib, net. 
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New Coupling Means 
Full Speed Ahead! 

Two new couplings, Para-flex 
High Speed and Para-flex Flywheel 
types are being introduced by 
Dodge Manufacturing. These flexi- 
ble rubber-element couplings were 
designed to operate at higher speeds 


| and greater torques than Dodge’s 


original designs. 
Both new types are recommended 
for angular and parallel shaft mis- 


| alignment, end float, cushion shock 


loads and to absorb torsional vibra- 


| tion. 


This new high speed coupling is 


| designed for speeds up to 5230-rpm. 
| They're equally efficient on low- 


speed applications where torque re- 


| quirements are high. Ideal for use 


with electric motors or internal 


| combustion engines operating ham- 
| mer mills, compressors, pumps, ma- 
rine drives, etc. 


146 


| Leakproof Accumulators 


Hydrodyne Industries’ leakproof 
hydraulic piston accumulators con- 


| tain three “O” rings. Automatic 
| check valve arrangement dispenses 


with pressure build-up between “O” 


| rings. Accumulator is leakproof be- 
| cause of this basic design feature. 
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New Baldwin Diesel Filter 
Road-Tested and Proven 

J. A. Baldwin offers a new diesel 
media said to give 50% greater filter 
life in 750-cu-in. filters. The C-75: 
L passed-numerous road tests with 
up to 19,000 miles on oil and filter 
element with excellent condition of 
the oil verified by lab analysis. 

Free flowing, even at frigid tem 
peratures. More media—dry element 
weighs 8-lb, 8-0z, packed under 
3-tons of pressure at one stroke. 
Complete protection against media 
migration with three wrappings, two 
on the center tube, one between the 
can and the pack. “Exploded 
cotton” base, highly absorbent with 
the property of neuralizing acidity. 
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High Temp Alloy A-286 
is ““Hot’ News 

An alloy which develops its best 
properties at 1200°-1500°F has been 
developed by Allegheny Ludlum 
Steel Corp. Known as A-286, it is an 
iron-base alloy, for application in to 
day’s lightweight, compact gas tu 
bine engines. Operation of these en 
gines is dependent upon rotors such 
as those made of this alloy by Steel 
Improvement and Forge Co. of 
Cleveland. Operation of the engine 
becomes increasingly efficient at 
high temperatures, demanding use 
of component materials with high 
strength under “hot’’ conditions. 
Alloy A-286 fills the bill . . . having 
been found to have consistent and 
uniform forging characteristics, good 
heat-treat response and freedom 
from cracking under the stresses of 
forging and forming. 
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Automatic Parts Cleaner 
You can get yourself a fully auto- 
matic parts cleaner for less than 
$100—new Kleer-Flo model 25 
Cleanmaster Jet, Jr. needs no air line 
connection . . . is compact, com 
pletely self-contained bench model, 
featuring three efficient cleaning ac- 
tions: soaking and automatic multi- 
jet turbubence in the 10-gallon 
tank; and automatic continuous 
filtered flow through flexible hose 
for precision cleaning action. 
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It’s a Single Element Now! 

A new single element full-flow 
CP filter replaces Winslow Engi- 
neering and Manufacturing’s multi- 
element filters. New one’s based on 
the company’s patented principle 
(Controlled Pressure) that gives 
you two flow rates . . . from one ele- 
ment. 

Requiring only one inlet and one 
outlet, it still gives you true full- 
flow. Different from the so-called 
dual purpose filters where by-pass 
and full-flow elements are tied to- 
gether with only a small segment of 
the unit being full flow. 

Fewer connecting lines make in 
stallation and replacement fast ‘n 
easy! 
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Purolater Introduces 
Compact Fuel Filter 

New compact fuel filter, designed 
to meet the needs of service stations, 
bows in on the new Purolator line. 

Consists of a pre-formed cellulo 
sic element, accordian pleated for 
greater filtering area for light hydro 
carbons found in diesel fuel. 

Install it on stationary fuel dis 
pensing stations at the terminal 
point of all pipelines. It weighs just 
a little more than 10-1b. The steel 
casing is plated internally, prevent- 
ing corrision in the filter. 

Measuring approximately 13-in. 
length and 7'2-in. diameter, it oper- 
ates at a maximum operating pres- 
sure of 25-psi at 200°F. Drain plugs 
take care of periodic drainage of 
sump contaminants. 

New filters are the PAG 25-D 
series. Mount as “line” type or on 
brackets on diesel engines. 
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New Tire Tool 


New truck tire demounting 
method from Par Sales Company 
consists of a conical shaped base, 
spider assembly of four cross arms, 
screw shaft and handle . . . plus two 
sets of pressure pads. “Break-Safe 
Truck Tire Demounter & Safety 
Inflation Tool” prevents lock ring 
flying off... eliminates heaw 
hammering on rim . . . saves those 
aluminum wheels! 
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TTT 


~« VOLVO 
DIESELS 


are rugged, economical, 
outstanding performers 


Pace-setters 


for over 
65 years... 


Put this power that pays for itself to work for you! Superbly designed 
and built in Sweden, VOLVO Diesels feature direct injection, open 
combustion chamber, 4-cycle operation. They purr into action at the 
press of the starter, cost very little to run and maintain, have a world- 
wide reputation for durability and quiet, smoke-free service. 9 models, 
1 to 6 cylinders, 5 to 185 h.p. for industrial, stationary and marine 
service. Cutaway shows typical Volvo construction features. 


Toroidal “noiseless combustion" chamber (6) perfectly blends 
fuel and air to provide maximum power output and fuel economy, 
eliminating carbon deposits and wasteful exhaust fumes. 


Wet cylinder liners (8) with rubber “‘o” rings mounted in engine 
block stop corrosion and wear, preventing cylinder misconfiguration. 
Pistons are quick and easy to replace. Eliminates costly reboring. 


Wear-resistant valves (3) are built for extra long life. Stellited 
faces (4). Hard-chromed stems (2). Specially hardened alloy caps (1). 


Long-life light alloy pistons (5) with hard-chromed upper piston 
rings resting in inserts (7) of special cast iron to withstand heat and 
pressure. 


Other outstanding Volvo engine features: Large bearing areas (9). 
Viscosity type torsional damper (10). Steel-laminated head gaskets (13). 
Dual cylinder heads (11). Time-tested multiple unit injection pump (14) 
for accurate precision fuel metering. Full-flow lub. oil filter (15). 
Split-type manifold (12) to avoid heat stress breakage. 


Write Dept. D-1 for complete data on 
entire Volvo diesel engine line and Volvo sales and service. 
Volvo Import Inc. 
452 Hudson Terrace, Englewood Cliffs, N. J. 


For more information write in No. 110 
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ESELS GO! diesel 


on winter’s 
coldest 


DIESEL STARTING 
FLUID INJECTORS 


PUSH-BUTTON 
STARTING 


THERMOSTATIC 
CUTOFF 

New for ’61—the first and only push- 
button Diesel Starting Fluid Injector 
with automatic cutoff. Install this de- 
pendable, low-cost unit on all your 
Diesels. Eliminate cold-weather down- 
time— keep engines working a full shift. 

A Zero Start Diesel Starting Fluid 
Injector can pay for itself in just one 
winter morning. Thermostatic cutoff 
prevents misuse. 


See your equipment dealer now, or write 


PHILLIPS 
MANUFACTURING COMPANY 
8200 Grand Avenue 
Minneapolis 20, Minnesota 


For more information write in No. 111 


bs } 2 Diesel Power, September, 1960 


power 


| Wherever Noise is a Nuisance, 


Consider a Taylor Forge Muffler 

The place, time and _ situation 
dictate the need for specific types of 
noise control. Whatever and wher- 
evel . Taylor Forge high effici 
ency mufflers are designed to 
achieve optimum results! 

The proper ‘TF muffler goes a 
long, long way toward making your 
trucks, busses, boats and other 
heavy equipment “socially accept 
2ble.” Prevents noises from be 
coming hazardous to the mental 
and physical health of your per 
sonnel. 

‘Taylor Forge’s Bulletin 604 
graphically outlines the entire ‘TF 
line. ‘Tables, graphs, diagrams and 
photographs illustrate the text mak 
ing it an exceptionally practical, 
usable catalog. 
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METALOCK 


10 To 200 Kilowatts 

Diesel generators, from 10 to 2 
kw, either as primary sources of elec 
trical power or as standby emergen 
cy power, are included in Consili- 
dated Diesel Electric Corporation’s 
new bulletin. 

The attractive two-color, eight 
page catalog details the firm’s Un 
interrupted Power Supply story pat 
ticularly important where even a 
few seconds’ interruption cannot be 
tolerated. 

‘Trailer-mounted mobile power 
sources, handy when the unit must 
be mobile, as in construction proj 
ects, etc. are also produced by Con 
dec. If you're in the market for 
kw’s, better take a look-see! 
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Use your Ap Reader Service Card. 


1S NOT JUST A NAME 


17 1S A SIGN OF 


GUARANTEED 
REPAIRS 


Contact the Home 
office for authorized agents 


. .. Deal with no others 


METALOCK REPAIR SERVICE 


36-15 48th AVENUE - LONG ISLAND CITY + STILLWELL 6-0330 


For more information write in No, 112 





Two Fuels— 
One Engine 

It’s a good two-for-one deal! More 
power plants see it just that way— 
they're installing dual fuel engines. 
New brochure from Enterprise En- 
gine and Machinery Company de 
scribes their Dual Fuel Engine. It’s 
essentially a diesel with a simplified 
gas-fuel system allowing the engine 
to run on diesel fuel alone, or on 
diesel fuel plus gas. 

As to the gas fuels, there’s a 
choice. Manufactured, sewage or 
natural. The changeover from full 
diesel operation to the duel fuel 
combination and back is accom 
plished smoothly. No noticeable 
change in speed . . . no engine halt, 
no parts changing. 

\dvantages? Best of all, permits 
use of gas when it is available at a 
lower cost per BTU . and still 
goes back to diesel fuel when the 
gas again becomes a cost factor. 

Certainly the best bet for the 
power dollar with flexibility, econo 
my and continued power generating 
service that gas fuel shortages can’t 
interrupt. ‘The story’s all available in 
I:nterprise’s new brochure 
“Duel Fuel.” 


Please don’t disturb the dirt! 
Drott land clearing rakes, cur 
rently available for all sizes of In 
ternational Harvester bulldozer and 
bullgrader tractors from the TDo 
through the TD25 sizes, are de 
scribed in full by the Drott Manu 
facturing Corporation in a new 
color leaflet recently published. 
Noted for its ability to move 
trees, stumps, boulders, etc. without 
disturbing the dirt, this rake’s just 
about the perfect attachment. 
Teeth are of Manganese Molybde 
num steel. ‘Tips are replaceable for 
the “‘life of the rake.” 
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... Now back at the Farm 
Yes, you can see it for yourself in 
the new Allis-Chalmers catalog, TL 
2254. In full color, see diesels in ac 
tion, hard at work down on the 
farm and out at the ranch. This new 
\-C catalog details D-Series power, 
traction, convenience, comfort .. . 
Tractors, harrows, sprinkler systems, 
crawlers, plows. All with diesel 
economy . diesel power! 
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Automatic Engine Control 
Subject of Synchro-Start’s 
New Bulletin 

General information concerning 
automatic engine controls, Series 
46 and 56, is found in Synchro- 
Start’s new Bulletin 600. Control 
selection charts with suggestions for 
types of engine protection for die- 
sels. General Motors, Cummins, 
Fairbanks Morse and Harnischfeger 
models are detailed. 

The series, 46 and 56 are designed 
to start and stop engines from the 
operation of a remote set of electri 
cal contacts. 159 


Driver Comfort, a Feature 
of Moline Tractors 

Moline Standard ‘Tractors are 
cataloged in a new color brochure 
that illustrates the features of the 
line, not the least of which is what 
is called “control zone comfort.” 

Farm tractor, in the new Moline 
line, is available with the economy 
of the Diesel engine, aud many 
driver comfort considerations for 
maximum ease of handling. 

M>5 line, with complete specifica 
tions and variations can be checked 
“at a glance” on these 16 pages. 
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BETTER COMPONENTS... 
BETTER PRODUCTS! 


Cooperation produces 


the final design 


When each component part is the best, the 
whole machine is right. Rockford Over- 
Center Clutches are the finest made for 
crawlers, cranes and other heavy-duty 
equipment. If your equipment is in the 
design stage, let Rockford Clutch engi- 
neers help you select the best clutch. 
Rockford Clutches in standard sizes suit 


almost every need. Custom models can 
be designed for your applications. Call or 
write for the Rockford Clutch Catalog. 


HEAVY DUTY 
OVER CENTER 
CLUTCHES 


ROCKFORD CLUTCHES 


ROCKFORD CLUTCH DIVISION 


1301 EIGHTEENTH AVE. 
ROCKFORD, ILLINOIS 


BORG-WARNER 


Export Sales 
Borg-Warner International 
aa} 36 So. Wabash, Chicago, Ill. 


For more information write in No. 113 


Diesel Power, September, 1960 399 








AMOT ENGINE CONTROLS 
. | NEW LITERATURE... 


‘ Reach .. . for Magnaflux! 

“The cracks you don’t see cost 
too much to miss!” That’s the 
theme of Magnaflux Corporation’s 
new catalog describing four low cost 
Magnaflux Portable test kits. 


Squirt or squeeze . . . for in place 
THERMOSTATIC VALVES, for jacket MECHANICAL SAFETY CONTROL testing 
water and lube oil temperature control. VALVES, used to shut down engines and i line or low-vol » peodnct 
Self contained, modulating, use no ex- compressors in event of oil pressure fail- sampling or low-volume production 
ternal bulbs. Sizes |'/2" to 6". Tempera- ure, overspeed, overheating of jacket runs, Magnaflux and Magnaglo test 
ture settings 75°F to 195°F. water or lube oil, etc. materials are faster, more conven 
ient. 

Completely portable, provide 
positive detection of cracks open to 
the surface in steel or iron castings, 
forgings, weldments, shafts, com 
plex shapes, wheels, etc. 





, overhaul, maintenance, 
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Dampney “Coating in Color” 
VENTED GAS VALVE, diaphragm op- SAFETY CONTROL SWITCH will flash Protect Metals Up To 1400°F! 
erated will shut off the fuel gas and vent warning signal, sound an alarm or close P : 
the manifold when used on internal com- a solenoid fuel valve on overheating of This handsome bulletin describes 
bustion engine applications. Made in 2", jacket water or lube oil, or pressure fail- 


> D: ‘vy line at-resisti 
a6 sai a alee <2 of Seiieciion eatat, the Dampney line of heat-resistant 


coatings for maintenance painting 


AMOT CONTROLS CORPORATION and industrial and architectural 
finishing. 


FIRST STREET & NEVIN AVENUE . RICHMOND, CALIFORNIA The. silicone-ceramic heat-resist 
For more information write in No. 114 ant coatings cover all temperature 

> TE aT situations, up to 1400°F. Selection 

is determined by actual skin tem 

BIG JOB SMALL ENGINE ? perature of metal, normal and peak, 
one 7 and rate of heat rise; corrosive en 

vironment and atmospheric expo 

YA NMA i sure. Protect metal . . . prevent 
severe corrosive action. Comes in 


aluminum or color of your choice. 
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Bulletin Describes 
New Clark Compressors 


COMPACT é : al Two-stage centrifugal pipeline 
DEPENDABLE 2” compressors are illustrated and de 


VERSATILE scribed in a new Clark Bros. Bulle 


tin that completely details the 
mechanical and hydraulic design 
considerations. 

Outlined too ... growth in com 
pression ratios of pipeline boosters 
from 1.10 per impeller to ratios of 
1.50 and higher. Study shows that 
an ever-increasing compression ratio 
per single impeller becomes unde- 
sirable, under certain considerations. 

Brochure describes the new Clark 

for literature and dealer information write compressor. Modern day require- 
CONTINENTAL MACHINERY rete} -1-) ments for expandability from high 

19402 So. Susana Rd., Compton, Calif head—low flow to low head—high 
Mailing Address: P. 0. Box 5309, Long Beach 5, California flow operation also considered. 
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Test Results with Bar’s Leaks 

Year-around cooling system pro- 
tection by use of “Bar’s Leaks” and 
“Bar's Rust” is the subject of this 
interesting 8-pager from Bar’s Prod- 
ucts Supply, Inc. Long-term results 
with treated systems, sealed and 
locked for duration of the tests, are 
given. 

These two conditioners, billed as 
soluable oil products, serve two 
functions. Bar’s Leaks does just 
what its name implies while Bar’s 
Rust inhibits rust and corrosion. 
Year-around use of ethyline glycol 
antifreezes is said to be possible— 
addition of Bar’s Rust at the end of 
the winter season is claimed to re- 
store the rust-inhibiting properties 
depleted through the winter's use. 

Details of tests are both described 
and illustrated. Bar Products also 
states in their conclusions that their 
products have been tested and ap- 
proved by all of the car manufac 
turers. One thing is for sure— a 
clean cooling system will improve 
engine performance, save money! 
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Use your Op Reader Service Card. 


Automatic “Watchdogs” Supply 
Oil-Water To Unattended 
Engines 

Here’s a trio of informative cata- 
log sheets from Power Plus Cor- 
poration for those of you operating 
unattended machinery. First sheet 
describes the Ren Oil Level Regu- 
lator—it automatically maintains 
the correct oil level in your engine’s 
crankcase. Draws from a_ supply 
tank . . . delivers oil only as engine 
needs it. Next catalog sheet de- 
scribes the Ren Slow-Flow Meter. 
You use this meter with Ren’s Oil 
Level Regulator to keep accurate 
record of the amounts of oil going 
into your engine. And finally, Power 
Plus Corp. has a new catalog sheet 
available on their Ren Exhaust 
Condenser—the device that collects 
water from your exhaust system, 
condenses it, and puts it back in 
your radiator. Permits your engine 
to run unattended for months with 
pure make-up water continually en 
tering system. 
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Try Shutters 

Dunlap Manufacturing’s new 
four-page bulletin suggests shutters 
for stationary engines and _ trucks. 
They let you increase engine effici- 
ency and decrease operating costs! 

Dunlap’s shutter is automatically 
adjusted by a patented Thermome- 
ter, giving absolute temperature con- 
trol to within plus or minus 2°. 

166 

Electronic Instruments 
Described 

A well-illustrated brochure pub 
lished by the Liquidometer Corp. 


describes the electronic and electro 
mechanical instrument systems ap 
plicable for marine and industrial 
equipment among others. 

‘T'ypical products represented in- 
clude a wide range of precision 
equipment, both electronic and 
electromechanical. 

Examples of the products and 
services are offered ’midst a wealth 
of pictures, including views of the 
Liquidometer plants and facilities. 
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The greatest operation speed ever 
built into a crankshaft regrinder is 
now yours with the new Van Norman 
438. It features pendulum-lever crank- 
shaft alignment . . . 360° Rotary Heads 
.. electro-matic table traverse . 

fast automatic wheel retraction. . . 
variable drive work head... quick- 
set outboard counterweights .. . dial- 
o-matic steady rest for fast location 
of crankshaft throws. . . built-in Bijur 
one shot oiling system...18 x 46 
capacity with 24” grinding wheel. 


The 438 is sturdy, massively de- 
signed, and built to maintain its align- 
ment and accuracy for many years. 
Moderately priced for even the small- 
est shop. 


Designed by Van Norman 
... builder of precision ma- 
chine tools since 1888 . . . all 
known speed methods of 
grinding crankshafts have 
been built into this entirely 
new and modern crankshaft 
grinder. 2371 


Remember, 
it pays to Van Normanize. 


K-74 VAN NORM 


Springtieid 7, Mass 


Re 
en, 


"You can cut set-up time 


in half with a Van Norman 
438 Crankshaft Regrinder! ” 


AN 





A DIVISION OF VAN NORMAN INDUSTRIES, INC. 
For more information write in No. 116 
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with thew foactunod: 


High flow rates 

Low pressure drop 

M Choice of filter car- 
tridges 

“Large dirt storage 
area 

All steel welded con- 
struction 

 In-out pressure 
gauges 

M Quick action cover 
lifter 


100 psi standard de- 
sign pressure 
Higher pressures 
upon specification 


Swing bolt cover 


construction 


THE 





EEE. ¢CO@ FULL FLOW FILTERS 


FOR MAXIMUM FILTRATION OF DIESEL AND GAS ENGINE 
LUBRICATING OIL, 


FUEL OIL AND GAS FUEL.-.-- 


HILCO FILTER CARTRIDGE TYPE FW-718 COMBINATION 
EXTENDED SURFACE AND DEPTH MICRO FILTRATION 


HILCO FILTER CARTRIDGE TYPE PL-718 EXTENDED 
SURFACE FOR EXTREMELY HIGH FLOW RATES 


NEW YORK 


“F’ Series 
HILCO HYFLOW 
OIL FILTER 


HILCO FULL FLOW FILTERS 
Available in capacities up 
to 2000 GPM and Micro Fil- 
tration at that . . . Remov- 
ing Particles 5 Microns and 
Smaller 


@ Write to the PIONEERS of 
Micro Full-Flow FILTRATION 


HILLIARD CORPORATION 


i120WEST FOURTH STREET 
ELMIRA, 





NEWS SECTION ... 


For more information write in No. 117 





(Continued from page 27) 
AERA Elects New 
Officers & Directors 


Here’s a rundown on the new 
slate of officers and directors that 


were elected to serve Automotive 
Engine Rebuilders Association. 


Ihey were elected at AERA’s final 
session at their recent convention 
held in Cincinnati. 
President 
Richard S. Love 
I'he Love Machine Co., Inc., Salt Lake 
City, Utah 
First Vice-President 
Ernest R. Sluggett 


Detroit Cylinder Grinding Co., Detroit, 


Mich 
Second Vice-President 
rank Norfleet 
Parts, Inc., Memphis, 
Il reasurer 
George W. Yount 
Eagle Machine Company, Indianapolis, 
Indiana 
Directors 
Albert J. Blais 
James Cowan and Co., Ltd., London, 
Ont., Canada 
(terms expiring in 1963 ) 
H. B. Eldridge (re-elected ) 
Universal Parts & Service, Inc., 
Louis, Mo 
Wm. J. MclIsaac 
Simplex Automotive Parts Co., 


Tennessee 


vidence, R. I. 

Harvey H. Miller 

Miller Machine Company, 

Florida 
S. M. White, Motor Bearing & Parts Co., 
Raleigh, N. C., whose 3-year term expired 
this year, was named to fill the unexpired 
term of Frank Norfleet, who was removed 
from the Board to serve as Second Vice 
President. 


Allied Sets Off Tandem Trailer 
Operations in Household Moving 

The first tandem trailer unit in 
the household moving industry has 
been ushered in by Allied Van 
Lines. 

The units can transport approxi 
mately 6 cu-ft of household 
goods each trip on routes between 
Boston, New York and Chicago, via 
the Massachusetts "Pike, N. Y. 
Thruway, Ohio ’Pike and _ Illinois 
Tollway Systems. 

Highway Trailer Co. and White 
Motor supplied the trailers and trac- 
tors, believed to be the first to be 
used in eastern United States. 
Equipment meets all state and high- 
way regulations on the route. 
Double bottom units are run by 
two-man driving teams, selected for 
exceptional experience. 


Orlando, 


“Big Beaver” Diesels 
Save Time and Money 

Use of diesel power is cutting the 
fuel bill 50°, for Beaver Van Lines. 
The new custom-built tractor-trailer, 
logging an average of 2,000-mi-per 
week, is a product of Hendrickson 
Manufacturing Co. It’s equipped 
with a Cummins 220 hp diesel en 
gine, power plus for hauling furni 
ture cros’ country. 

Costing more than $30-thousand, 
the new equipment meets a long 
list of specifications including tall 
orders for simplifying loading and 
unloading, economy of time and 
operation and real safety. Rig is al 
lowed up to 50,000-lb gross. ‘The 
handsome van is causing comment 
and inquiries. Should be no time 
now before the smaller and shorter 
hauls make use of diesel economy 
and efficiency, too! 








. » » NEWS SECTION 





Here’s News From FPC 


Here’s a roundup of some of the 
current applications before the Fed 
eral Power Commission that have 
either been granted or are now 
pending. Gives you a quick idea of 
the scope of current pipeline con- 
struction activity around the coun 
try. 

Estimated 

Cost 


Compressor 
Coinpany Equipment , 
‘Yexas Eastern Transmission 
Shreveport, La 
3300-hp $40, 
\lgonquin Gas ‘Transmission 
Mass 
8 hp $ 
“‘Lranscontinental Gas Pipeline 
Housten, 


Boston 


l'exas 
6 hp 
‘Texas Gas ‘Transmission 
Owensboro, Ky 
1760-hp 
lranswestern Pipeline 
Houston, ‘Texas 
8040-hp 
(3 stations 
Pennsylvania Gas 
Warren, Pa 
440-hp 
1] Paso Natural Gas 
K] Paso, Texas 
6S hp 


Mountain Fuel Supply 
Salt Lake City, Utah- 
2640-hp 
Peoples Gulf Coast Natural 
Gas Pipeline 
Chicago, III 
6700-hp $43,451, 
Northern Natural Gas 
Interested in Texas Facilities 

FPC reports the filing of an ap 
plication of Northern Natural Gas 
for construction and operation of 
natural gas facilities in Ochiltree 
and Hansford Counties, ‘Texas. 

A 7000-hp compressor station, at 
a cost of approximately $5,311,135 
is proposed by Northern Natural for 
construction. 

Looping or replacing existing 
lines, the proposed facilities would 
be needed to accommodate the 
volumes of gas taken from the 
North Hansford and Lips producing 
areas located in Hansford, Ochiltree 
and Roberts Counties, ‘Texas. 


SAE’s Powerplant Meeting 
Oct 31—Nov 2, Cleveland 

Mark it on your calendar now— 
3-day meeting, October 31st 





The 


. . « for the Diesel repair shop. 
Provides the necessary equipment 
for running essential tests on in- 
jection units and for re-condi- 
tioning injector nozzles. 

Write for details today on 
utilizing this perfect trio for out- 
fitting the smaller service shop 
at moderate initial cost—or on 
adapting the units tc speed 
service techniques in any repair 
shop. 


HARTRIDGE 
10] 0) 4 am Oe oi) 


Me LHONE 


accuracy . . 
erate... 
design. 


Hartridge Nozzle 
Grinding & Lapping 
Machine 
Insures perfectly concentric 
nozzle bodies and needles 
with a fine finish. Its immense 
scope, speed and ease of 
operation cut nozzle servicing 

costs. 


Distributed Exclusively in the U.S. by 


DIESEL INJECTION 


SALES & SERVICE, INC. 


HARTRIDGE 
TRIO GS 


Universal 
Nozzle 
Analyser 


For testing and calibrating all types 
of fuel pumps . 
. rapid and easy to op- 
combines rugged modern 


Fuel Pump Test Bench 


. Provides utmost 


Permits fast, accurate 
nozzle testing with 
precise observation of 
entire nozzle action 


JHE 


through November 2nd at Cleve- 
land’s Sheraton-Cleveland Hotel, 
the first SAE National Powerplant 
Meeting. SAE’s former Diesel En 
gic Activity has a new look—ex 
panded now with additional ses 
sions covering Gas Turbines and 
Small Industrial and Marine En 
gine Subcommittees of Powerplant 
Activity. 

There'll be papers from both 
Caterpillar tractor and American 
Mare on new small diesels 
papers on diesel piston rings in vari 
ous types of new uses ... Cummins’ 
new P'l pump .. . report from Eng 
land on the Coventry Climax alu 
minum engine .. . plus an interest 
ing, informative symposium = on 
small turbochargers. 

SAE members and guests will be 
touring Aluminum Company of 
America plant and they'll be 
hearing W. H. Upson, famous 
humorist and author of SatrurDAyY 
EVENING Post’s “Earthworm ‘Trac 
tor” stories, who talks at a dinner 
meeting held at the Thompson 
Auto Album and Aviation Museum. 


SPEED SENSITIVE SWITCHES 


All GH series of cable driven governors and 
switches are available in this GH-E series. This 
housing meets the specifications for class 1 group 
D, Explosion Proof Equipment. For further infor- 
mation, write for Bulletin 504-A. 


SYNCHRO-START PRODUCTS, 


INC. 


808 Union St. Norfolk, Virginia 


Telephone MAdison 2-5691 erst &. 


RIDGEWAY AVE. SKOKIE, ILLINOIS 





and spray pattern. 








For more information write in No. 118 For more information write in No, 119 
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paviaat-iam Starts 


cold diesels FAST with 





Quick-Start 


In sub-zero weather...as low as 65° 
below ... diesels start instantly with the 
all new Turner QUICK-START. A simple, 
permanent installation assures easy oper- 
ation by one man from inside 
the cab. Simply pull out 
QUICK-START choke... push 
starter... and the engine re- 
sponds instantly. Save time, 
battery and engine wear with 
QUICK-START. 


Three models of QUICK-START are now available for all types of die- 
sel engines. Model LP-1256-1 Measured Shot Double Orifice, Model 
LP-1256-3 Measured Shot Split Manifold Double Orifice and Model 


LP-1255 Continuous Shot Double Orifice. The Standard 3” x 
10-1/16” tank is disposable and can be replaced quickly and easily. 
It contains several months of starts under normal use. 


QUICK-START also available in 
handy, low pressure spray can. 


Get complete details from your wholesaler or write i 


Turner Corporation 


SYCAMORE, ILLINOIS 


For more information write in No. 120 


855 PARK AVENUE e 


NEWS SECTION ... 





YOUR ENGINE 


IS AN 


Expensive 


PIECE OF EQUIPMENT... 


EAS 


we NOZZL 


IS THE HEART BEAT 
OF THE ENGINE and 
DESERVES THE BEST 


These trouble free ADECO nozzles are made in 
the U.S.A. of erosion resistant steel, giving you 
better performance and more operating hours. 


AVAILABLE AT MOST SERVICE STATIONS 


OR WRITE ADECO FOR INFORMATION 


|) ADECO PRODUCTS , INC. 


5435 NORTH WOLCOTT AVENUE 
CHICAGO 40, ILLINOIS 


MANUFACTURES OF ADECO FUEL INJECTION SYSTEMS 


For more information write in No. 121 





it’s Up To You! 

Clark Equipment’s — Industrial 
Truck Division’s just made GM 
Series 371 diesel engines available 
as optional equipment on six heavy 
duty Clarklift fork trucks. 

The six trucks, with capacities 
from 15,000 through 40,000-lbs are 
the CY 150, CY 165, CY 180, CY 
200, CY 350 and CY 4oo. 

GM’s Model 3057C (Series 371) 
is a 2-cycle, 3-cyl engine with a total 
displacement of 212.8-cu in. and a 
rated horsepower of 118 at 2300- 
rpm. Model 4057C (Series 471), 
also available when higher horse 
power is required, is a 2-cycle, 4-cyl 
engine with a total displacement of 
283.7-cu in. and a rated horsepower 
of 167 at 2300-rpm. 


Diesels To Be Used 

For Tunisian Power Coaches 
State Railways of Tunis have 

ordered 12 heavy power coaches and 

25 control trailers from the Nurem- 

berg Works of MAN. Each power 


coach will be equipped with a 7oc 
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hp diesel engine. The engine and 
transmission will be installed in the 
coach body to limit the axie load to 
15 tons, very low for a traction plant 
of this size. The arrangement will 
go far in protecting the engines 
against dust on African routes. 

MAN will build two state coach- 
es for President Burgiba, as well. 


G.M. Diesels for 
Ireland’s R’'Ways 


Coras lompair Eireann (Irish 
Transport Company) will replace 
steam units now hauling both pas- 
senger and freight trains, with U.S-- 
built diesel-electric locomotives for 
the first time! 

Republic of Ireland railway will 
buy 15 Model GL-8 units of 950 
875 bp, at a cost of approximately 
$2-million from the General Motors 
Overseas Operations Division. 
C.L.E. dieselization program was be 
gun in 1947 with 139 Diesel loco- 
motives acquired from Ireland, Eng- 
land and Germany. First GM units 


will be delivered on or before the 
early part of next vear. 


“Heel-and-toe” and Away 
We Go! 

It’s a campaign to put across the 
new Motrac Crawler by Moline, 
with “whistle stops” all along the 
way! ‘The caravan touring the coun 
try conducts clinics and demonstra 
tions in cooperation with dealer or 
ganizations. Contractors, engineers, 
state, county and city public works 
officials and crawler operators are 
being invited in for a “look-see”’ at 
the new 54 bph Motrac equipped 
with 148 yd loader and 6-tooth 
scarifier. 

Sales and service clinics’ll be held, 
too for dealer personnel. Roger Hip 
well, Moline construction equip 
ment sales manager and Joe Jurek, 
general service engineer are in 
charge. 

The Motrac crawler is hailed by 
the company as a real “husky”. Eco 
nomical, powerful, versatile and 
comfortable. Just “heel and toe . . .” 
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H. C. 
Foster 


“Bud” Foster Appointed 
Gen. Sales Manager At G&E 

H. C. “Bud” Foster has been ap 
pointed general sales manager for 
both Gillett & Eaton and its sub 
sidiary, Arrow Head Steel Products. 

Foster joined the company in 
1954 as a sales engineer covering the 
mid-central states. In February of 
this year he was appointed assistant 
sales manager. Prior to coming to 
G & E, Foster was associated with 
other engine parts manufacturers 
where he gained a diversified know] 
edge of all engine parts. 


Bews To San Francisco 
For Clark Bros. 

James H. Bews has been appoint 
ed Manager of the San Francisco 
Branch office, Clark Bros. Co. 

He'll be responsible for the sale 
of Clark engines, compressors and 
gas turbines in the S.F. and Pacific 
Northwest areas. Since joining the 
organization in 1951, he has been 
Technical Service Engineer, Appli 
cation Engineer and for the last 
three years, Sales Engineer at the 
L.A. District office. 


= 
Clarkson, Jr. 


Clarkson to 
Cuno Engineering 

Frederick H. Clarkson, Jr. has 
been appointed sales promotion 
manager of the Cuno Engineering 
Corp., Industrial Division. He was 
formerly advertising manager of 
‘Taft-Peirce Manufacturing. 

Cuno is the well-known manufac 
turer of industrial and commercial 
filters. 


Cooper-Bessemer Building 
for En-Tronic Controls Division 

‘Target date for the new Cooper- 
Bessemer building to house engi 
ueering assembly and office facili 
ties for the En-Tronic Controls Di 
vision is October 1960. Formed in 
January of this year, the new divi 
sion is being set up to handle com 
plete systems engineering for pre 
cise control of engine and compres 
sor units. 

Close control of temperature and 
humidity in assembling control 
components will be possible as all 
areas will be completely air condi 


tioned. F. L. Friedli heads the new 


operation. 


Industrial Sales Engineer 
for Owatonna Tool 

Francis J. Pauler has been named 
Industrial Sales Engineer, Owaton 
na Tool Co. He will work closely 
with car, truck, tractor and other 
equipment manufacturers in the de 
sign and application of special OTC 
manual and hydraulic maintenance 
tools. 

Pauler has served as service engi 
neer with Wright Tool Co., an ex 
clusive OTC distributor 


“clear, concise, complete...” 
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DIESEL PUBLICATIONS, 


80 LINCOLN AVENUE * STAMFORD, CONNECTICUT 


by Brian P. Emerson 
Editor, Diesel Power 


INC. 


| enclose $2 in check or money order 
Please send me Fuel Injection Systems. 
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Proof of Engine Overheating 


HEAT-TEC fuses threaded into water jacket 
will indicate if engine has exceed safe 
operating temperatures, which could result 
in cracked heads or blocks, or piston or 
bearing failure. 


< 
{. Floating alloy pellet 


2. Drill bore encasing pellet 


Safeguard yourself against unjust claims. 
Floating pellet melts at 255 degrees F. and 
fuses with brass fitting. This is a perma- 
nent record of high temperature. 


DISTRIBUTING WAREHOUSE 
KITTREDGE, COLORADO 


SERVICE SECTION... 








For more information write in No. 123 





SALES ENGINEERS 


Home office of diesel engine division offers an ex- 
cellent opportunity for young graduate engineers with 
selling or sales office experience. 

Basic assignments after training include estimating 
and preparing bids and proposals, followup work on 
new orders, handling general sales correspondence and 
liaison with vendors and visiting customers. 

Position has definite advancement potential leading 
to direct sales assignment in one of our district 
sales offices. 

Write, stating age, education, experience and salary 
expected; replies strictly confidential. 


EMPLOYMENT MANAGER 
NORDBERG MFG. CO. 
MILWAUKEE 1, WIS. 








HILL DIESEL ENGINE 
Parts and Service 
Models—B-BP-PBM, A-PA-PAM, 
C-PCM-PC, V-VM, V-8 
W. H. W. Machine & Tool Co. 


406 Olds Ave., P.O. Box 392, Lansing, Mich. 





For more information write in No. 124 





USE BELL 
INJECTOR CUPS 


FOR THE LEADING TRUCK DIESELS 
Years of proven service ; 
Volume production on automatic machines 
means SAVINGS 

We pass this on to the consumer 

Sold by all parts houses 
BELL DIESEL RESEARCH 

Pioneers in r h and manufacture of 
high speed diesel injection equipment. 

P.O. Box 842, Glendale 5, Calif. 








Telephone: Citrus 1-4721 





For more information write in No. 125 





WANTED 


Representatives wanted in all 
territories to sell a known and 
proven diesel fuel conditioner to 
jobbers and major fleets. A 
knowledge of diesel operation is 
important. We want men who can 
produce sales, not line grabbers. 
Active cooperation from a nation- 
ally known chemical company as- 
sured. Write Box #N91, c/o 
Diesel Power, 80 Lincoln Ave., 
Stamford, Conn. 











108 Diese! Power, September, 1960 


Use Big Enough Hose Lines 
for Remote Full-Flow Filters 

Detroit Diesel Engine Div., GM, 
calls attention to the fact that the 
full-flow lube oil filters for their 
engines can be either engine 
mounted or mounted remotely. 
When mounted away from the en 
gine, they caution that connecting 
hose sizes should give minimum re 
striction at adequate flow rates for 
the engines. Since flow friction in 
creases with hose length, distance of 
the filter from the engine will also 
affect the required hose size. 

Detroit Diesel has prepared the 
following table as a_ guide for 
proper installation of remote oil 
filters with their engines. 

Recommended Line Size for Remote Lubricating 

Oil Filters 
Size 


Note: All recommended hose sizes are Aero-Quip hose. 


Checking Euclid Power Trains 

In their July-August “Service 
Subjects,” Euclid Div., GM, gives 
some details of how to check out 
power trains in vehicles equipped 
with Allison’s ‘Torqmatic drives. 
‘The purpose here is not to give full 
details but to create an awareness 
that this method of test is available 
to users of this equipment. Full de- 
tails should come from Euclid. 

Euclid refers to this as “checking 
by engine stall speed.” Actually, it 
is a check of maximum engine 
speed at full throttle with the tor- 
que converter output shaft stalled. 
The vehicle is secured by brakes 
and blocks; 3rd or 4th gear is used; 
and the engine given full throttle. 
Maximum engine speed obtained 
in this “stalled” position is record 
ed. 

During the test, full engine pow- 
er is being absorbed and dissipated 
as heat by the converter. T}.crefore, 
full throttle should not be applied 
for over a maximum of 20 seconds 
or converter oil temperature allow- 
ed to go above 250°F. Otherwise, 
you'll get rapid converter failure. 


I'his check can help isolate possi- 
ble causes of power-train troubles. 
lor example, engine speed lower 
than that specified by Euclid for 
the particular equipment indicates 
either low engine power or a de- 
fective converter. A vehicle lacking 
power but still producing a high 
stall speed would indicate a faulty 
converter or transmission. 

Be sure to get full details from 
Euciid before making this test. 


Tips for Liner Overhaul 

If you don’t get Perfect Circle's 
“Magic Circle”, a bi-monthly pack 
ed with good ideas, write the cor 
poration in Hagerstown, Indiana, 
to get on the list. They've had a 
4part article running on diesel 
overhaul procedures, the last part to 
appear in October. Here are some 
highlights on liner overhaul from 
Part 2. 

When replacing both dry-type 
and wet liners, block bores should 
be inspected carefully. Distortion, 
deposits or dirt can cause distortion 
of the liner when installed. When 
hole distortion exceeds builder’s 
tolerances, reboring and use of 
sleeves witk oversized OD’s is in 
dicated. 

Counterbores for liner flanges 
must also be clean, square with 
bore and in good condition. Fits 
here, including getting proper liner 
protrusion, are very important. 

After sleeve or liner installation, 
check roundness with a cylinder 
bore dial gauge or a plug gauge, con- 
veniently made by machining an 
oversize piston to 0.002-in. under 
cylinder diameter. 

PC does not recommend break 
ing the glaze on reused liners unless 
they are scratched, wavy or scuffed. 
Then they must be honed, cross 
hatched with 180 to 28o-grit stones 
for the desired 15 to 30 RMS finish. 

Cleaning is stressed but not with 
gasoline, kerosene or solvents as 
these do not remove abrasive parti 
cles. Swab with SAE 10 oil, wiping 
several times until a clean white rag 
shows no sign of discoloration. If 
you're smart, before honing you 
will have packed the bottom of the 
bore with clean rags to keep abra- 
sives off the crankshaft. 





Driver Indoctrination Important 


Dear Editor: 

Reading a back issue of Dirsex 
Power, | came across your article 
on diesels in school buses. Out here 
in Washington, the Gillig Corpor 
ation has been installing diesels in 
their transit-type school buses for a 
number of years. 

. Diesel bus drivers usually need 
a short course of instruction before 
getting into the driver’s seat. Most 
of them aren’t professionals to be 
gin with ... 

I've been using and _ repairing 
diesels for over 25 years . . . and be 
come quite mad when I see a beau 
tiful piece of engine with a handi- 
cap even before it gets into oper- 
ation! I firmly advocate, for one 
thing, that any diesel for this type 
of service be given a starting system 
using one button only. 

Fuels are another sore spot. I re 
cently worked on a bus and found 
most of its troubles to be fuel 
no specifications had been laid 
down. So, naturally, we had a 


combination of black strap and I 
don’t know what! It sure wouldn’t 
burn cold. So diesel almost got a 
black eye it didn’t deserve! 

I’ve worked on diesels at the 
equator in the Amazon . . . and in 
the High Andes. Soon I expect to 
be in northern Quebec. Thanks for 
your indulgence .. . letting me bend 
your ear. Your magazine can ac- 
complish more with one short line 
than my small voice crying in the 
wilderness can do in a lifetime! 

Pat McGwin 

P.O. Box 397, Tenino, Washington 
When you get to Quebec, keep us post- 
ed on the cold weather problems diesels 
face up here.—Editor 


Converted His Chevrolet! 


Dear Sirs: 

I read with interest an article in 
Diese Power about a diesel-en- 
gined Mercedes automobile. Over 
the last year or so I have been work 
ing on behalf of a British engine 
manufacturer to establish produc 
tion in the US of a new, extremely 
simple, efficient high-speed light- 
weight diesel. 

To help effect introduction to 
potential manufacturers here, a 
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PLACEMENT PARTS. 


LEO M. 


Main Office 
4274 So. Hoover St. 
Los Angeles 37, Calif. 

ADams 3-7208 





REPLACEMENT PARTS 
CUMMINS ENGINES 


H — NH — JT —L—LR 


let us quote on all your wants for Cummins Engine’ KE- 


piston rings & sleeves, camshafts, upper rocker parts, 
cam follow parts, push rods, water pump parts, hose 
assemblies, fuel lines, injector parts, fuel pump parts, 
cylinder heads, lube pumps & gaskets. 


SHANAHAN CORP. 


Export Office 

. Michigan Ave. 
Chicago 3, Ill. 

Cable address—LEOSHAN 








For more information write in No. 126 Suis 


we do | thing - 
and we 
do it very well! 


linterstate 


diesel service incorporated 


2093 East 19th St., Cleveland 15, Ohio-PR 1-7726 


PRODUCTS SOLD THROUGHOUT U.S. AND 


1949 Chevrolet 4-door car has been 
fitted out—largely at my own ex 
pense—with a 2-cycle, supercharged 
l'urner LGo diesel. 

Any member of your editorial 
staff is cordially invited to Pitts 
burg, Kansas, to sample this vehicle. 
Present performance runs around 
38 to 45-mpg, with a top speed of 
65-mph. The limit engine speed is 
reached well before the limit of 
power .. . and I anticipate improv 
ing greatly on that speed figure as 
an overdrive unit is installed. 
George H. Mycroft, Asst. Prof., 
Kansas State College of Pittsburgh, 
Pittsburg, Kansas 
Thanks. If we're in the vicinity, we'll 
certainly drop by for sample hop in your 
Turner-powered Chevrolet. Sounds 
mighty interesting! —Editor 


Forget Your Address? 

You'd be surprised how many let 
ters Dixeset Power receives each 
month from readers who forget to 
let us know their addresses. We'll 
do our darndest to answer those 
questions . . . to supply the informa 
tion you request. But—pl-e-ase, give 
us someplace to send to! Reader 
Francis DePasquale, we’re talking to 
you, among others. 


WASTING COSTLY FUELS? 


For diesels of ALL sizes and types... 
POWER-PAL SAVES UP TO 10%! 


With POWER-PAL, fleet owners report improved engine 
performance, and important fuel savings of up to 
10%. High diesel maintenance costs drop sharply, as 
POWER-PAL keeps fuel injectors clean, dissolves harm- 
ful varnishes, disperses moisture, and reduces engine 
deposits. For the money-saving answer to your diesel 
fuel problems, choose POWER-PAL! 


Now — A.S.T.M. tests prove Power-Pal prod 
ucts disperse and remove more gums in 


other leading brands tested 


POWER-PAL = 


Remember . . 


- Power-Pal is not an 


ordinary diesel fuel additive. It is a 
CONCENTRATED DIESEL FUEL CON- 


DITIONERI 


For your FREE sample of 
POWER-PAL, send this ad to: 
MOTIVE SPECIALTIES DIVISION 


Dept. 


DP 


Nutmeg Chemical Company 
130 Haven Street 
New Haven, Conn. 
Also manufacturers of 


Plus 10 for 


gasoline engines. 


CANADA 
BY DEALERS AND DISTRIBUTORS — INQUIRIES WELCOMED 


America’s largest GM fuel injector rebuilder 


For more information write in No. 127 


For more information write in No. 128 
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BOSTON, Massachusetts, W. J. Connell & Co., 210 Needham International Nickel Co., Inc. 15 
Street, Boston, 64 Interstate Diesel Service, Inc. 
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Ave., Chicago, 16 
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FOR ALL DIESEL POWER...MOBILE OR STATIONARY... c&@x 


WIX Filter Cartridges are engi- 
neered with exclusive filtrants 
that provide superior perform- 
ance for ALL Diesel engines—mo- 
bile or stationary—for lube, fuel 
and air. Replacement Cartridges 
are available for 


ALLIS - CHALMERS 
CATERPILLAR e DETROIT DIESEL 
INTERNATIONAL 
CUMMINS « MURPHY 
and all other Diesel engines 
in mobile, marine or stationary 

power services. 


FREE 


Filter Survey by a WIX Factory- 
Trained Specialist plus a prac- 
tical and valuable Maintenance 
Manual 








Diesels can chew up a mountain of earth but a cupful of 
dirt can be fatal! WIX Prescription Filtration fights the 
common enemy — DIRT — on three fronts with Filtrants 
engineered for superior performance on Fuel Oil, Air and 
Lubricating Oil. You win the battle against maintenance 
costs and downtime when you have WIX on your side. 


Whether your Diesel Engines are prime movers of mobile 
equipment, aboard ship or providing power for pumps, 
generators or oil rigs —a WIX Filter Survey will save 
you time and money. Without cost WIX will provide a 
Factory Trained Specialist who will list the correct Lube, 
Fuel and Air Filter cartridge replacement for all your en- 
gines — schedule your filter change cycles and recommend 
a sound minimum stock. The result — no burdensome in- 
ventory — no needless duplication — no “forgotten” filter 
change. Your WIX wholesaler stocks your reserve supply 
and provides one convenient source for fast filter service. 
Write us today and set up a date! 


SPECIFIED FOR ORIGINAL 
EQUIPMENT AND REPLACEMENT 
Ty 3 ® BY MAJOR MANUFACTURERS 
OF DIESEL EQUIPMENT 
FILTERS 


WIX CORPORATION ° GASTONIA, N.C. 


In Canada: Wix Corporation Ltd., Toronto 
In New Zealand: Wix Corporation New Zealand Ltd., Auckland 


For more information write in No. 130 











The symbol is the only thing that hasn't 
changed at Sealed Power in 49 years! 


U.S. PAT. NO. 2,789,872 STAINLESS STEEL OIL RING 

Sealed Power has walked (and sometimes run) contributions to the advancing efficiency of the 

along the pathways of progress with the recip- internal combustion engine . . . to refinements 
rocating engine industry for virtually 50 years. in piston ring design . . . to the high perform- 
Through one significant era of development ance standards so rapidly attained in sealing 

after another our engineers, our metallurgists and transmission rings. 

and production specialists worked with engine Your future is our future. We look to it in 
designers. this way. 

Many of our efforts have been with diesels — Our research programs, the talents of our 
including the introduction of stainless steel oil engineers, the forward steps in manufacturing 
rings for lightweight diesel truck engines. —all these are presently, and will continue to 

We measure our progress in terms of our be, dedicated to our common cause. 


Sealed Power 


Preferred Performance 
SEALED POWER CORPORATION, MUSKEGON, MICHIGAN ¢ ST. JOHNS, MICHIGAN * ROCHESTER, INDIANA®* STRATFORD, ONTARIO * DETROIT OFFICE « 7-236 GENERAL MOTORS BUILDING « PHONE TRINITY 1-3440 


PISTONS PISTON RINGS SLEEVES ° SLEEVE ASSEMBLIES SEALING 


For more information write in No. 131 














